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Install K-LENS-M Lens C 
ing and Anti-Fogging Ste 
for clean, clear vision . 

all types of safety eye 
glass or plastic. 
More Efficient—Lower C 

Send company letterhead 
FREE sample and compléfi 
formation. —— 


The Acknowledged Leader in the Lens Cleaning Field 


the WILKINS co, inc 


Cortland 3, N. Y. 






























































See demonstration of Wilkins Products, Booth 57, Greater New York Safety Council Show 
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“| see earth has discovered 


New Concent Cleaning!” 


Clean with low toxicicity TECSOLV Safety Solvent through- 




















out your plant. 
Then re-use the solvent. 


The completely automatic Teeter-Still saves over and over 
by distilling and recovering contaminated Safety Solvents 








Distill these solvents safely 


and automatically: 


VYTHENE 
VYTHENE-D 
TECSOLV #204 \w 
TECSOLV #919 
TECSOLV #931 
PERKLOR-A 
TRIKLOR-A 


Use and re-use 

Safety Solvents - - - 

The Savings is 
YOuRS! 











in your own plant. 





Savings and Safety Too! 


AUTOMATIC 
DISTILLING 
OF TECSOLV 
SOLVENTS 
IN YOUR 
PLANT AT 
APPROXI- 
MATELY 


?¢ 


A GALLON 


TECT, INC. 

Dumont, N. J. 

1 am interested in: 

() Teeter Still 

[_] Solvent Vapor Degreaser 
(] Safety Solvents 
Application ...... 


AUTOMATIC TEETER-STILL * SOLVENT VAPOR DEGREASER 
Model 82 Model 24 
Compact, modern, completely automatic Solvent vapor degreaser will automatically 
Teeter-Still distills five to seven gallons of distill TECSOLV Solvents without interruption 
TECSOLV Solvents per hour at a cost of ap- to the degreasing operation. Solid stainless 
proximately 2¢ a gallon. steel construction for long life. 
Solid stainless steel and copper construction. Available in three sizes. 


Send complete data and name of nearest jobber 


SE catrinthliscoulinsicatmouiinins 


Address .. 


City 


%* U.S. Patent pending 


NOW 


WRITE FOR 
DETAILS 


Dumont,. New Jersey 
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er) Slogans! 


AND REMINDERS 
[ — = 





~ 


OUSE SIGNS 


For Accident Prevention 


Most people sometimes forget — and it's a danger- 
ous oversight to forget Safety. ‘'l forgot’’ is an all 
too common alibi for an accident. 


To help workers remember, post Stonehouse Safety 
Slogans and Reminders signs. Just the few words on 
any of them help to promote safety. 


The tendency to forget should not be overlooked— 
It's serious. Teach your workers to cultivate the prac- 
tice of safety by reminding them to remember its 


£ tee G 
o ny) \i 
blessings. 
Our complete Catalog—64 pages, 
l fore in full color—free on request. 
SIGNS 


, inc, e Stonehouse Bidg., 9th at Larimer @ Denver 4, Colo. 
MANUFACTURERS 


"Signs Since 1863” 
_ C 
=A uf \2 Oh _ 
oni PY —_ +* ost . | 


ACCIDENT PREVENTION --dZ0CE€ SIGNS IN STANDARD COLORS AND DESIGNS 
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REPORT TO MANAGEMENT ON 


APRIL 1956 


Sol-Speedi-Dri Now 
Fiecked with Gree 


ASE a a ) wm ams iange Lop-Selling Oil and Grease Absorbent Has New 
OU U WA Y J VV ILL Y, i ; * ae 
— ;, > markin w rfor 
317 OWOOH! FOR NINE Wi lf WHY IS IT SOME PEOPLE Trademark 9, Ne Performance Guelities 
| i YEARS HE'S BEEN || ||} HAVE GOTTA BREAK ALEG 
Tl STANDIN' ON OR ARM OR SUMPIN' BE- J} B 
FORE THEY BOTHER 

TO FIND OUT ABOUT | 

SOL-SPEEDI-DRi? / 

— 


VASTLY IMPROVED PRODUCT) 
I Speedi-Dri is 


ymne. 


mineral absorbent made. Its gran 
ules are de-dusted in production 
are completely inert. 
rioot, 
momy all NEW LOOK FOR BAG 
Green-flecked double S-d is. new 
outwardly, too. Its bag has a 


MORE SLIP-RESISTANCE 


There’s no safer mineral absorbent | sion below) and features two 
— or eet | than nev Speedi-Dri. Its | sturdy kraft paper walls, plus a 
air a a ee |} harder . nules soak up | 90-lb. asphalt liner with siftproof 
KEEP SAFETY STANDARDS UP, _ [0 2%! ss shoroushly “never | seams 


COSTS DOWN + HERE’S HOW __ | **2! ep. never cake or mat down NEW VALUE FOR YOU 


under t 


brand-new design fsee sample ver- 
THE HERMIT 


| Keep your plant floors clean, dry, 
e is an important factor in your | spreads farther than a pound of 


|} and safe underfoot with green- 
ce of a mineral floor absorbent sand)—which means larger, safer NO DUST HAZARD 


flecked Sol-Speedi-Dri—your safest 
sut, Obviously, not the only con- | working areas for employ Sol-Speedi-Dri is the most dustless bet for dependable quality! 
ngs to weigh before making your UNIFORMITY P 
! . Do you get uniform volume weight |} 
Selection: 


and efficiency dag fter bag, all | 


ABSORPTION year long? Yo 
Does the material thoroughly ab- | form price 


sorb and retain oil and grease de ABRASIVENESS 


posits—keep floors slipproof under Is the materi 


sideration. Here are some other 


a un | 


ae 
Pa 
SPEEDI-DRI CORPORATION 
(A subsidiary of Minerals & Chemicals Corp. of America) 
82 Essex Turnpike, Menlo Park, New Jersey 


and abrasive 


if riot, it means more: ff) (5 tha. extent it could damage 


guent application, requiring more 
material and manpower. And what 
[ do you put on a crippling DUST 


ry caused by a slip or fall? Does the bsorbent create 


; when pplied or when subjected 
VOLUME WEIGHT ffic? 


to heavy traffic A dusty absorbent 
Tt more volume you get per! causes ser f 


working parts of machinery? 


send me a free sample of the new 
improved Sol-Speedi-Dri 


dust 
Name 
nd mainte 


prot ffects efficiency 
rage you get (a pound of feathers ind mo ol rk 


pound of absorbent, the more cov nance 
.eTs 


City State—— -—- 


Judge Sol-Speedi-Dri by these factors—and you 


can’t logically use any other mineral absorbent! pe Yaseen 


gee reer eases as eee nsas 


IN CANADA BY G. H. WOOD & COMPANY, LTD., TORONTO 


‘eae ee eeeene ee = 


ee ee 8 2 8 8 8 8 8 Oe he Ue Ue UO UO SS Oe UO Ee SE ES SR RS EE SE SE SS 
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“JOB -FITTED COMBINATION SCRUBBER-VAC 


owe 


— Saye Superintendent of Maintenance 
VICTOR ADDING MACHINE COMPANY, CHICAGO 


Victor Adding Machine Company insists on maximum 
production in floor-cleaning as well as in manufacturing. 
Like other production-wise industrial concerns. Victor 
cleans floors with a Job-Fitted Combination Scrubber- 
Vac! This single unit 


Completely WMechanizes Scrubbing 


—applies the cleanser, scrubs, flushes if required, and picks 
up (damp-dries the floor)—all in one operation! Job-fitted 
to specific needs, a Scrubber-Vac provides the maximum 
brush coverage consistent with the area and arrangement 
of the floors. 





Model 213P, shown in illustrations at left. is designed for 
heavy duty scrubbing of large-area floors. It has a 26- 
inch brush spread. and cleans up to 8.750 sq. ft. per hour! 
Finnell makes still larger sizes—in gasoline as well as 
electric models — and also sizes for smaller operations. 
From this complete ling, you can choose the Scrubber - 
Fac that will put your floor-cleaning on a production 
basis and reduce labor costs. And you can lease or pur- 
chase the machine. Maintenance men like the conven- 
ience of working with a Scrubber-Vac. This all-in-one 
unit is self-propelled, and has a positive clutch. There are 
no switches to set for fast or slow—slight pressure of the 
hand on clutch lever adjusts speed to desired rate. The 
powerful vac performs quietly. 

In keeping with the Finnell policy of rendering an individualized 
service, Finnell maintains a nation-wide staff of floor specialists 
and engineers. There’s a Finnell man near you to help solve your 
particular floor-maintenance problems ... to train your operators in 
the proper use of Finnell Job-Fitted Equipment ...and to make 
periodic check-ups. It’s also good to know that Finnell makes 
everything for floor care! For demonstration, consultation, or 
literature. phone or write nearest Finnell Branch or Finnell System, 
Inc., 3504 East St.. Elkhart, Ind. Branch Offices in all principal 
cities of the United States and Canada. 


ie . 1 BRANCHES 


PRINCIPAL 


Originators of Pos wbbing and Polishing Machines * oma 
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THIS MONTH'S FEATURES 


Management: Are You Being Misled by 
Faulty Arithmetic ? 
\n exclusive survey o 20 Cleveland area 


hoosted by 


DEPARTMENTS Safety Instructions \ isualize 
How Energy Affects Accidents 


Along the Grapevine A division of United States Steel relies on showing 


Letters workers what three kinds of energy can do to then 


Baby Poster 


Useful Literature 7 Why Are Compensation Costs Soaring? 


New Products ‘ ° This review I compensation law changes made in 


ae a 1955 tells why compensation costs have been sky 
Is It Fair? xa 8 ; : 
rocketing 
Right off the Docket 
What's New 
in Compensation . New York Safety Convention & Exposition 


Sudden Injury Here is a complete list of exhibitors for the second 


Future Safetv Meetings largest safety show in the United States. 


News of People 
& Suppliers 


“Fatty” Can Cost You Money 
Turtle Club 


Overweight is dangerous to workers’ health and 
Films on Safety Topics. safety: this program suggests ways to meet the 
Literature in hazard 

This Month’s Ads 


The Book Shelf . .. 


Fire Truck Cuts Insurance Costs. .............. 55 
Buyers’ Guide 


You can build your own plant fire truck inexpensive- 
Advertisers’ Index ...116 





ly, with materials you already have around the shop. 


Copyright 1956 PUBLISHED MONTHLY BY 
THE INDUSTRIAL PUBLISHING GROUP 


A DIVISION OF TELENEWS PRODUCTIONS, INC., 
ACCEPTED AS CONTROLLED CIRCULATION 
PUBLICATION AT EAST STROUDSBURG, PENNSYLVANIA 812 HURON ROAD, CLEVELAND 15, OHIO 
RETURN FORM 3570 TO 


812 HURON ROAD, 
CLEVELAND 15, OHIO 


SUBSCRIPTION RATES: 
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DRY CHEMICAL 
EXTINGUISHERS 


\ SAFETY PIN 

“POSITIVE PIERCE PIN 

\\“SAFEGUARD CARTRIDGE SEAL 

a 4 CONVENIENT CARRYING HANDLE 
TAMPER-PROOF FILLER CAP 

LARGE RADIUS DISCHARGE TUBE CURVE 
“- NON-KINK FLEXIBLE HOSE 

“CARBON DIOXIDE CARTRIDGE 
“STAINLESS STEEL CONSTRUCTION, stronger, 


~—_ lighter weight, safer and durable. 
‘ ~— MOISTURE-PROOF SQUEEZE-GRIP 
DISCHARGE NOZZLE 
—— STAINLESS STEEL PIN AND SLEEVE 
_— CO, PRESSURE INLET 
— POWDER OUTLET 

Location of tube and construction of 
bottom assures 98% powder discharge 


—— CONVEX BASE 


/BUFFALU) 
better built 


DRY CHEMICAL 


FIRE EXTINGUISHE a 





Available in 5, 10, 20 and 30 Pound Models 


UNDERWRITERS’ LABORATORIES APPROVED! 


; # get surer fire protection from Buffalo better-built 
extinguishers because there’s more protection built-in! 
Highest engineering standards, exacting manufacture 
and precision inspection produce the finest extin 
guishers possible. Dealing with your Buffalo industrial 


distributor has many advantages. He carries a com ‘ "/ BUFFALO 
plete line of Buffalo better-built portable extinguish . ter-buclt 
ers, parts and recharges. Simply call him, one trans / . MA 


action, will answer your fire protection needs in a 
hurry. Call him now! He is listed in the yellow pages 
of your telephone directory! 


WRITE TODAY FOR THIS COMPLETE 
POCKET GUIDE TO FIRE PROTECTION! 


BUFFALO Fine APPLIANCE 
parton: “OHio 


BUFFALO FIRE APPLIANCE 
DAYERG@ 6h, On 1 0 
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H 216 


Bleck Plain Toe Oxford, 
Resist-Qil Sole Gnd Heel, 
Storm Welt. 


There’s one sure way to stay on 

the right side of the ledger 

that records worker's toe injuries. 

That's to be certain 

all your men (and women, too) 

are protected with HY-TEST 

... the Safety Shoes 

‘built for the job’! 

And speaking of black, here 

are three brand new 

H 519 numbers which further augment 
Black Atganquin Oxford HY-TEST's great display 


Super Resist-Qil Sole and of styles. 
Resist-Oil Heel, 


SHOE COMPANY 


H 529 : ' . : iis . INTERNATIONAL 


Black Medallion Wing Tip 
Oxford, Oak Leather Sole, 
Rubber Heel, Storm Welt. 


mi a it cae cot « 4 coer 33 aa 


HY-TEST <2) SAFETY SHOES Fal 


Division of INTERNATIONAL SHOE COMPANY Do you have the latest 


1509 Washington Ave., St. Louis 3, Mo 927 N. 3rd St., Philadelphia 23, Pa HY-TEST Catalog-Manval? 
Teletype: SL 300 Teletype: PH 476 If not, write today. 
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Are the Handicapped 
A Handicap? 


For MORE than a year now. we vé 
been picking up bits of opini 
here and there about the use 
handicapped workers in industry 
In nearly all cases. weve beet 
told. “Now I dont want to be 
quoted, but 

Usually it’s been the public r 
lations angle that’s bothered thi 
people we've talked to about hit 
ing those with known physi al dé 
fects. What will the Big Boss 
think if he finds his safety engi 
neer or his plant physician or his 
plant nurse or his personnel man 
ager has been spouting off about 
a subject that the company brass 
always has handled with kid 
gloves? What will the unions think 
and do? 

Take. for instance. the safety 
director of a big multi-plant paint 
company who said. “We have an 
ironclad policy against hiring any 
body with a handicap. Were 
afraid of compensation claims.” 

Take the medical director oft a 
New York light metal manufac 
turer. He backed up the idea of 
the paint company safety man 
with a sad tale of an actual case 
in which a plant in his home town 
had been stuck with compensation 
benefits because it had hired a 
man with heart trouble. but 
couldn't prove the condition ex- 
isted when hiring took place. 

Take the Illinois safety man 
who told us. “I wouldn’t have a 
blind man around the place. It’s 
too dangerous.” \ rubber com- 
pany executive gave him support 
by commenting. “We just don’t 
hire anyone who doesn't have 
20 20 vision either with or with 


out glasses.” 


\ good many personnel met 
have said, “If someone is hurt 
working for us. well try to find 
1 place for him somewhere: but 
hire a new worker when hes han 
dicapped? Definitely no!” 

Its been very notable that thi 
men who are willing to be quoted 
represent companies that do hire 
the handi apped. General Motors 
ind Ford. among the biggest of 
the big. make a regular policy of 
employing handicapped worke rs 
for example. At least two small 
companies Abilities. Inc.. of New 
York. and G. Barr & Company of 
[linois—employ — practically — no 
one without a handi ap. 


The general trend among execu 


tives and safety engineers in these 


plants is to insist that the handi- 
capped may not be able to do 
everything. but are quite likely to 
be able to do some things better 
than the normal worker. These 
companies. as a matter of fact. 
dont consider the handic apped a 
handicap at all. 


What's the Final 
Solution? 


WELL. what can be done about the 
handicapped? If a company isn’t 
big enough to have a “pension 
line” like that at many General 
Viotors plants (a whole depart 
ment where light work is done by 
those unable to do heavy jobs). 
what will it do with its employees 
who are hurt on the job or who 
contract heart trouble? 

\ good many conventions on 
industrial health, of course. have 
been slanted pretty strongly dur- 





THE GRAPEVINE 


ing the last couple of years at the 
idea that it pays to hire the han 
dicapped—that a man should be 
employed because of what he can 
do. not rejected because of what 
he cant do. 

The President’s Committee on 
Employment of the Physically 
Handicapped and a whole host of 
rehabilitation centers and rehabili- 
tation authorities argue that it’s 
no more expensive, compensation- 
wise. to keep a handicapped per 
son on the job than to keep a 
physically normal person on the 
job. Sometimes. they insist. it’s 
even less expensive. 

But what if you're up against 
a special problem? Statistics and 
arguments are all very well, but 
they don't always supply the an- 
swers for you personally. 

Unions have a habit of getting 
into the picture, as some of our 
informants have pointed — out. 
When that happens, “the best laid 
plans of mice and men aft gang 
agley.”” 

One safety director whose plant 
wont hire handicapped workers 
told us about a recent experience 
with union business agents. Seems 
a woman hurt her back at home. 
When she returned to work. she 
couldn't handle the weight-lifting 
required by her old job the 
pieces she had to lift weren’t really 
heavy, but the bending and lifting 
all day long were just too much 
for her. 

So the foreman suggested she be 
transferred to another job. There 
was lighter work she could be 
given, provided a man who was 
doing it would take her job. The 
pay was the same. The man was 
willing. The woman was willing 
at least to try the new job. 


Continued on page 12 
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S-4312. Moccasin-style in 
Palomino Tan leather. 

| oam Neo repe sole ind heel 
Leather-lined steel toe-box. 


lexible leather insoles. 


Honestly! Would you ever think 
this Thom McAn was a safety shoe? 


¥ may think that this new Thom McAn 
was made for picnics and patios. As far as 
looks are concerned you'd be right. But under- 
neath that handsome exterior is all the steel- 
toed strength of a mule. 

This is a dress-weight safety shoe that’s really 
light. Casual. Comfortable. Elastic inserts in 
the tongue expand to fit your arch as you walk. 
They hug your foot gently. And the leather is 
smart, creamy-smooth Palomino Tan with con- 
trasting brown stitching. 

Add up the other features you get in these new 
Thom McAns. Rugged steel toe boxes, leather- 
lined to prevent chafing. Non-slip foam Neocrepe 
soles and heels. Flexible leather insoles. Thom 
McAn’s traditional fine workmanship. 
wearing leather. Famous, 


Long- 
money-saving prices. 
You'll see for yourself why Thom McAn is so 
good it’s the best-selling shoe in all America. 


SOLD TWO WAYS: 1. At Thom McAn Stores. 
2. Direct to your plant. Send today for details 
of our money-saving plant-sale plan and Thom 
McAn’s 4-way employee purchase plan—plus 
descriptions of the Thom McAn Safety Shoe 
line. Write: Thom McAn Safety Division, 25 
West 43rd Street, New York 36, N. Y. 

Visit Thom McAn: Booth +28, 


26th Annual Greater New York 
Safety Convention, April 16-20 


shoe ( rporation 


cA 
| 
An 


SAFETY SHOES 


A Division of the Melville Shoe Corporation 
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} 
Designed for more attractive appearance while retaining the maxi- 


mum degree of protection the new KIMBALL safety spectacle with 

strong butyrate frame offers lightweight, comfortable eye protection 

ki from most industrial hazards. The improved lens shape makes the 

Bette r Loo ing new KIMBALL spectacles complement normal facial contour. Availa- 
ble with plain or prescription ground lenses. The sturdy frame will 


withstand rough industrial usage and the moulded plastic trim retains 
dG ety pectac e proper curvature permanently. 


Available in lens sizes of 44, 46 and 48 MM. 
Nose bridges come in 18, 20, 22, 24 and 26MM widths. 
The KIMBALL catalog No. is: MA-1-A 

One more KIMBALL development for YOUR safety. 


OTHER KIMBALL SAFETY PRODUCTS... _ 


EYE PROTECTION: Specta BODY PROTECTION — 

cle Goggles, Welding Gog CLOTHING: Wool, Flame- 

gles, Composition Goggles proofed Cotton. LEGGINS SAFETY PRODUCTS 
Sideshields and SPATS: Leather, Asbes 





HAND PROTECTION tos, Flameproofed Cotton 
GLOVES: Welder’s, Asbes APRONS: Leather, Asbes 


tos, Steel Stitched. MIT tos, Flameproofed Cotton e 
TENS: Welder’s Asbestos, 9310 Wade Park Ave. ¢ Cleveland 6, Ohio 
Steel Stitched. 














THE HANDY WAY 
TO GLARE PROOF 


SHIELDS PROTECTION 


These new, easily attached KIMBALL side shields meet KIM-CLIP is a simply designed spring clip which holds 


eye protection standards, weigh practically nothing, can melter’s spectacles or plastic protective shields for weld- 


be readily replaced and cost very little. A trial will con- ing and grinding operations. KIM-CLIP fits all types 
ince the most skeptical workman. . 
vince the most skeptic ork and makes of spectacles and can be attached in seconds. 


Made in clear and green transparent. Adjustable to three definite positions: Up, OUT or 


Ask for circular showing all types. Down. Extremely light weight and inexpensive too, 
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SILICONE TREATED 


The white space on this page is exactly the size of the 
Magic sheet; over 50% larger than usual, and twice the 
tearing strength. Yet it costs less. Loaded with sparkle- 
power, it polishes—and protects—as it cleans crystal-clear. 

Compact Self-Mounting Dispenser has no moving 
parts. No drilling, No screws. Just stick it to the wall. 

Magic Heavy-Duty Cleaning Station is for heavy grit 
areas or where anti-fog protection is needed. Magic Lens 
Cleaning & Anti-Fogging Fluid is pressure-packed. 1,400 
applications per can. One Magic can equals 4 old-fash- 
ioned bottles. That’s the first saving. No pump. Nothing 
to refill. 

Indestructible Dispenser locks can in place. No pil- 
ferage possible. Releases each sheet of paper 1-by-1, not 
in bunches; greatly reducing waste. 

Magic Heavy-Duty Paper, not silicone treated, is our 
superb wet-strength tissue. No scratching on plastic, and 
no lint. Again, you save money. 

Ask to exchange Magic for your old cleaning stations 
FREE, or order anew — now! Wire or write us or your 
Safety Jobber today! 


Magic Lens Tissue 6 refills per carton $8.40 per carton 

Magic Lens Tissue Dispenser $2.50 each 

Magic Heavy-Duty Dispenser $5.95 each 

Cleaning & Anti-Fogging Fluid twelve 12 oz. cons $12.50 per carton 

Heay y-Duty Paper 18 giant refills (760 sheets ea.) $11.60 per carton 
All prices F.0.B. shipping point 





Exchange all your other 
Stations for Magic FREE 


Magic Lens Tissue Magic Heavy-Duty 
America’s leading Cleaning Station 
Eye-aid for Science’s answer to 
Safety. Grit, Fog, and Grime. 


The Silicone Paper Company of America Inc. 75 E. 45th St., New York 17, N. Y. 
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GRAPEVINE plover. for more than 20 months 
at the time he gave us the story, 
That woman was handicapped 

to the extent that she was allergic 

to one kind of solvent 





; “If we give a patch test to our 
The union business agents said employees before we hire them,” 


no. Transfers couldn't be made, said the safety man, “and thev get 


said the agents. because seniority dermatitis even slightly as a_re- 
sult. we re quite likely to be stuck 


in this state with a compensation 


wouldn’t be carried from job t 
job. Even though the man was 
willing to make the change. the 
wouldn't permit it. He'd lose } Yo ’ ' 
; ou cant even test for a handi 
seniority. and so would she. 
wouldn't be fair 
Finally. the woman had to quit 
“We cant.” the safety direct 
observed ruefully. “hire a handi 
capped man. We cant put hin 
on a job he can handle. Manage 
ment might go for it. but the 
union wouldnt.” STYLE SHOW 
Mavbe there isn’t anv final so 


“omy lution. 


SERVICE TO PROTECT 
YOUR PROTECTION 


cap when you have conditions like 
that to face! @ e 





A note from you will bring you without 
charge: 


What About the 
Compensation Angle? 


AS WE'VE already mentioned. some 
of the safety directors we've talked 
to about the handicapped have 
said bluntly. “We're afraid of 
ompensation claims.” 

Why? You don’t have to ask 


not if you know anything at all 


about the way many compensation This 


display appeared in the factory 
claims have been handled lately. office lobby of the Kellogg Company's 
One safety director. from a big Battle Creek, Michigan, plant. Above the 
Delaware company. put it this armored figure was the sign: "In Ye 
wav: Olden Times Suits of Armor Were Worn 
“It is almost a national pastime for Protection." The second figure stood 
for a Workman’s Compensation beneath the notice: “Today at Kellogg's 
Board to declare any case that we wear the following personal pro- 
Sno os ag ae compensable. tective equipment.” To keep initial in- 
I recall one case that finally Sane Te Se aay He Speen ae 
. : F 2 the figures was run in the Kellogg News, 
reached the state Supreme Court. j 
: : 7 ; ‘ employee magazine 

\ dissenting judge said. ‘About 
RUBBER GLOVE TESTING MACHINE built by ‘ : 
a customer from White Rubber Co. blueprints all that is necessary for an em- 


ployer to be liab le in any case 





involving workmen’s compe nsation 
is for him to be an employer.’ 
Another safety man told us 
about a woman who had worked 
for his firm and contracted a case 
of dermatitis. Shed been draw 
ing compensation for that derma 
WHITE RUBBER CO. titis for nearly three years—al 
though she’d been working at an- 
other kind of job. for another em 
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DOW... industry’s most complete line of chlorinated solvents 


CHLOROTHENE 


for dip... bucket. 





1 
| ‘ 
‘ 


.. spray... wipe 


for bucket 


Get high-solvent-power cold degreasing plus all this 


SAFETY... low toxicity, no flash or fire point 


Chlorothenet is described by enthusiastic users 
best general-purpose cold degreaser we ve ever found— 
by far the safest—and the easiest to use.” 


(Dow 1.1.1-Trichloroethane, Inhibited) 


Chlorothene 
removes greases, 
oils, tars, waxes and other contaminants with the cost- 
saving speed of carbon tetrachloride and with a much 
greater degree of safety (M.A.C. for carbon tetrachloride 
is 25 ppm., whereas the M.A.C. for Chlorothene is 500 
ppm.). And you get superior protection from fire hazards 
present with petroleum solvents: Chlorothene — is 
certificated* for use as a ships’ stores article by the U. 5. 
All common metals, 


Coast Guard. including aluminum, 


as “The 


can be cleaned with relative safety from corrosion. 


Versatile, easy handling Chlorothene is made exclusively 
by Dow. Contact your local Dow distributor today for a 
supply. And don’t forget that he can meet all your vapor 
degreasing solvent needs, too, with stabilized Dow Tri- 
chloroethylene and Perchloroethylene. If you’re in doubt 
about how to reach your Dow distributor, or would like 
more detailed Chlorothene information, write direct to THE 
DOW CHEMICAL COMPANY, Dept. S 669C, Midland, Michigan. 


#0)? 


Cert 


26 April 1955 
ated for use as an article of stores on board vessels. This certificale covers 


f this product. The efficiency of this product is nol passed upon, 


{Trademark 


you can depend on DOW SOLVENTS 
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Hammerlok 


COUPLING LINK 


Make your own 


HERC-ALLOY 
Chain Assemblies 


with all components furnished from 
your distributor's stock 


Session. nosrnesinasisanentereenensinnaiie 


NO PEENING NO WELDING 


@ Hammerlok is made of alloy 
steel is stronger than Herc 
Alloy chain 
field tested 


s thoroughly 


@ Write for literature or ask 
your industrial distributor 


about Hammerlok 


@ MADE BY the makers of Herc-Alloy... 
the original alloy steel chain. 


COLUMBUS McKINNON 


CHAIN CORPORATION 
TONAWANDA, NEW YORK 


DISTRICT OFFICES: NEW YORK 
CHICAGO « CLEVELAND 


In Canada: McKinnon Columbus Chain L 
St. Catharines, Ontar 
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LETTERS 


It May Be We 
Goofed, But... 


EDITOR: 


[ always enjoy reading vour 
publication for the wealth of in 
formation it contains. 

However. as I was reading the 
article. “Modern Plant Floor Care 
Demands Modern Machines.” on 

se 26 of the January 1956 issue 

OccuPATIONAL HaAzarps and 
came to page 31. Figure 3. the 
tuft on the back of my neck rose 
to a horizontal position. When 
ever I hear those (to a_ safety 
man) “dirty words” such as gaso 
line, lacquer thinner, alcohol. ben 
zol. ete., being associated with 
cleaning floors. it gets my dan 
der up. 

In the interest of safety I be 
lieve the chart should have had a 
footnote or some indication as to 
the circumstances or under what 
conditions these highly flammable. 
toxic. or otherwise hazardous ma- 
terials could be safely used. if 
used at all. 

Too many people are inclined to 
take the short way rather than the 
safe way to gain the end results. 
not realizing or even ignoring the 
( onsequent es. 

W. J. SturRM 
Loss Prevention Technician 
Hardware Mutuals 
Stevens Point, Wis. 


Vr. Sturm was one of four who 
wrote us about the chart, which 
was supplied by a reputable floor 
machine manufacturer and was in- 
tended—as the chart heading indi- 
cated—to point only at spect fic 
spot cleaning operations, and not 
to general floor cleaning. Some 
of the materials recommended are¢ 
dangerous: these, however, are 
well known by safety men. who 
comprise our reading audience 
Only one recommendation for 


safer materials than those sug- 


gested in the chart reached us: 
cleaning naphtha to replace gaso- 
line—and even cleaning naphtha 
is flammable and presents a mod- 
erate explosion hazard. The prin- 
cipal objection to the chart by all 
four correspondents seemed to be 
that it was not accompanied by 
sufficient warnings about the ha:z 
ardous properties of some of the 
materials listed. If we goofed on 
this one. our apologies and be 
espec tally careful in your 


cleaning jobs! 


Anyway, He 
Read the Article 
EDITOR: 

I have read each copy of OCcu- 
PATIONAL Hazarps_ for several 
years with interest and usually 
have found new and helpful infor- 
mation in each issue. I wish to 
comment upon an article appear- 
ing in the issue of November 1955 
under the title, “An Industrial 
Clinic at No Cost.” 

On page 54 there is a comment 
that the Ontario government put 
up $58,000 and that seven factory 
managements also supplied $1,000 
for drugs, equipment, and accom- 
modations for the medical crew. 
This is obviously not an industrial 
clinic at “no cost.” 

One of the problems in supply- 
ing medical services to small shops 
and plants has been the absence of 
budgeting for medical services. I 
shall be much interested to learn 
whether the companies involved 
actually do attempt to underwrite 
the services described when the 
Ontario government has with- 
drawn its subsidy. 

In many ways in recent vears 
the Ontario industrial scene has 
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been reported in this country, 
usually with approbation. There 
has seemed to be a considerable 
number of variables which may 
or may not be reported fully which 
enter into discussion of services in 
Canada as contrasted with those 
in the States. It seems wise to em- 
phasize these points of variance as 
well as the points of similarity 
when presenting descriptive mate- 
rial about industrial services for 
large or small plants. 

| appreciate your continuing 
interest and efforts in the direction 
of better industrial medical service 
for more workmen. 

Forrest E. Rieke, M.D. 
Industrial Clinics 
Portland, Ore. 

“An Industrial Clinic at No 
Cost” suggests the idea behind the 
Ontario ¢ vperiment: that a strong 
medical program, de spite ws ex 
pense, ae tually saves money in the 
long run through reduced absen- 
feeism, reduced accidents. in 
creased production and improved 


plovee relatior 














Canada Calls for 
“Information, Please" 


EpITOR: 

We are transcribing the sub- 
ject of an inquiry received recent- 
ly from a firm of aircraft manu- 
facturers. 

They intend to pressure test sec- 
tions of fuselage and wing struc- 
tures in production. Internal pres- 
sure to be applied by air pressure 
to approximately 10 p.s.i. They 
would like to know what safety 
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HERC-Alioy 


SLING CHAINS 


@ Herc-Alloy is the only exact-size alloy chain 
on the market. This uniformity gives you a lighter 
and easier-to-handle chain without any sacrifice 
in working load limit. 


@ Herc-Alloy, the original alloy steel chain, is 
available in running lengths as well as in all types 
and sizes of slings made to customer specifications. 


@ CM also produces a complete line of chain 
attachments and welded chain of all types in- 
cluding stainless steel and bronze. 





- 





COLUMBUS McKINNON 


CHAIN CORP. 
Tonawanda, New York 


Regional Offices: NEW YORK « CHICAGO « CLEVELAND 
HOISTS AND CHAIN In Canada: McKINNON COLUMBUS CHAIN LTD., 
Herc-Alloy® ST. CATHARINES, ONT. 
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e Increase , 
e Reduce Production Costs 


with 


cott Deman 


Men who work in atmospheres not immediately 















dangerous to life, but in which the ill effects are 
temporary, even cumulative, become more e 
cient when provided with Scott Demand Respira 
tors. Breathing worries are gone. They work more 
comfortably and thus produce more 

Scott Demand Respirators provide gentle refresh 
ing air on inhalation only. No miniature hurricane 
blowing continuously through the mask. Wearer 


declare, ‘As comfortable for 8 hours as for 


s 
RQ 
minutes.” 

Available for connection to present air line or to 
Air Supply Cylinders. Models available for all 
requirements. Write for complete information or 
call your nearest Scott Distributor 


810 PRESSURE 
81 RELIEF vALvE [OS gebocine 
RESLLATOR 





RM 2650 















| 
6802 FILTER ASSY. 


| 





| Scott Type C 
Demand Respirator 
68094 FILTER § with full face mask 
CONTROL ASSY. and 50 ft. of air 


hose and belt. 













74 INSTRUCTION SHEET — STORAGE SPACE 
665) CARRYING CASE 
PS ss 4 FILTER ASSEMBLY 
4 ' ; er" 
q 6802 FILTER ASSY 
> 
| | & ‘ o>} 
/ “NPT FEMME 7) 
f CONNECTION sa | 
/ 
& | / ~) ©3808(2s) 
. [FROM AIR SUPPLY OF 
| TO Puen . wast TYPE C DEMANO 
mEssune 50- RESPIRATOR 
PACKED IN CASE ‘ 
FOR CARRYING os 
AND STORING _6380 B(25) = 
~_. TYPE C DEMAND “_ 
| oan . 
¢ 2 ruTer —e 
ELementy f 
KIT e322 
q is, wast 
SS | eweson-+ BELT 
—~ WITH ACTWRTED 
chumect ARNO 
6814 SOCKETS GLASS woo.) 


* MALE 
Comme 








Portable Demand Respirator 
with carrying case 
for 2 man use. 





TOR SAFETY ~FOR SERVICE SAFETY EQUIPMENT DIVISION 


ook am. WAP Veled, mere) iB 


229 ERIE STREET LANCASTER, N. Y. 
Canada: Safety Supply Co., Toronto — Branches in principal cities 
Export: Southern Oxygen Co., 15 West 57th Street, New York 19, N.Y. 
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precautions should be taken so 
that in the event of component 
failure (explosion) personnel in 
Jury can he avoided. Che pressure 
medium need not be air provided 
the procedure ised could be 
adapted to repetitive production 
testing. 

Any leads you could five US as 
to where we might obtain. this 
information or any article rele- 
vant to the problem with which 
you could put us in touch would 
be much appreciated. 

G. G. M. Carr-Harris 
Technical Information Service 
National Research Council 
Ottawa, Ontario 

Exact data could not be sup 

ted, but leads to authoritative 
sources were furnished. Can Or 
CUPATIONAL HAzarps readers pro 


le any “unclassified aid 


Have You Explosives 
In Your Plant? 
EDITOR: 

Please send us four copies of 
the article, “The Don'ts of Han- 
dling Explosives.” from the No- 
vember 1955 issue. Our quarry 
operations have excellent records, 
but we are always interested in 
safety material as well presented 
as this. 

\. B. BARNES 
Safety Director 
Pabco Products. Ine. 
Emeryville, Calif. 


Tear sheets of articles in Occu- 
PATIONAL HAZARDS are supplied 
free as long as the supply lasts. 


Petroleum Magazines 
Want Reprint Rights 


EDITOR: 

In the September issue of Oc- 
CUPATIONAL HAZARDS you carried 
an article, “Contests That Will 
Pay,” which we believe will be of 
interest to the oil industry. 

We would like to consider the 
article for possible publication in 
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one or more of our three maga- 
zines—World Oil, Petroleum Re- 
finer, and Pipe Line Industry. 
These public ations are read by the 
top leaders of the oil industry. 

What is your policy regarding 
release of articles published in 
OccuPATIONAL Hazarps? From 
time to time, we may find articles 
which might have reader interest 
in our magazines. 

Don E. LAMBER' 

Management & Personnel Editor 
Petroleum Refiner 
Houston, Texas 

Permission to reprint OccuPa- 
riONAL HAzARDS material is al 
most always granted on request, 
subject to inclusion of a credit 


line to the magazine. 


"Vivid Picture" 
Wins Wide Attention 


DITOR: 


We notice in your January issue 
of OCCUPATIONAL HAZARDS a very 
vivid picture of a sudden injury. 
This picture depicts a man’s arm 
lying on the highway after his car 
was sideswiped. 

We are wondering if it would 
he possible to procure 10 enlarged 
prints of this picture either in 
color or black and white for our 
safety program, 

R. B. ALTEMOs! 
Personnel Manager 
Pillsbury Mills, Inc. 
Minneapolis, Minn, 


EDITOR: 

If such are available, we would 
like to obtain 40 reprints of the 
“Sudden Injury” page that was 
run in the January 1956 issue of 
OCCUPATIONAL HAZARDS. 

C. E. Moopy 
Safety Supervisor 
British American Oil Co.. Ltd. 
Vancouver, B. C. 


This particular “Sudden Injury” 
picture drew more orders than any 
other “Sudden Injury” picture we 
have run for a long time. A sin- 
gle state highway department, for 
example, ordered 180 reprints; 
and industrial plants throughout 
the United States and Canada have 
been making use of it for bolster- 
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Protect vour workers 


CUT YOUR GLOVE COSTS 
with Jomac Hand Guards 


Here’s rugged, 











common-sense protec 
tion for your workers, real economy for 
you. Jomac Hand Guards armor bare 
hands, stretch glove life when worn ove! 
gloves. Widely used in the automotive 
field, they’re practical in scores of indus- 
tries—for handling raw materials, parts, 
finished goods, castings, forgings, sheet 
steel and sheet metal assemblies. Inter- 
} 


changeable—can be worn on either hand 


are made of durable, springy 32 oz 
Jomac Cloth. They offer clear-cut proof 


that quality means economy. 


Jomac manufactures all types of 
hand and forearm protection— 
all made from famous loop-pile 


Jomac Cloth 


INDUSTRIAL WORK GLOVES 


PLANTS IN PHILADELPHIA, PA., AND WARSAW, IND 
IN CANADA: SAFETY SUPPLY COMPANY, TORONTO 


+» SEND COUPON FOR NEW JOMAC GLOVE CATALOG 


JOMAC INC, Philadelphia 38 


Yes! Send me your latest Jomac 
Work Gloves Catalog 


State 
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check your 
snake bite kit 
now... 


Ae 


< >> 
(Se 
in Pustications 

Os Tw } 
Anatnicam MEDICAL J 
be sure your workers 


are provided dependable, 
instant first aid with the 


IMPROVED SAUNDERS’ SNAKE BITE KIT 


Now’s the time to carefully check each worker’s snake 

every detail is in « gy 1§ ready just in case! 

kits, remember this: Th inde t has the only venom-sucti 

a guarantee lo [ Chave t& be lubricate 1 in the field no glass tob 
The only pump with three adapter size easier to use, less discomfort to 
patient. Provides snstant first aid with controlled suction that is increase 
desire and easily, quickly administered by the victim alone if necessary 


} 


Kit contains everything needed mergency u .. suction pump, ad 


apters, 
tourniquet, , bandages, antiseptic, inhalants, 
instructions. Order from your MSco distributor or 


write for data 


Stecibddla in fede aie 


Medical Supply Company 


Rockford, illinois «in Canada, It's Safety Supply Company 
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ing their off-the-job sajety pro- 
grams and fleet operating safety 


programs However ; 


EDITOR: 

In the past I have seen a num- 
ber of posters, but the “Sudden 
Injury” print in your January 
1956 issue is the most shocking 
ind realistic picture that | have 
witnessed. \ number of em- 
ployees that read this issue asked 
me, “Please don’t order any of the 
reprints. 

Bitt N. HUFFMAN 
Safety Director 
National Lead Company 
Fredericktown. Mo. 


od 


Company Safety Bulletin 
Planned by Monsanto .. . 


EDITOR: 

May I have permission to repro- 
duce verbatim and in part certain 
information which appears in 
OccuPATIONAL Hazarps? If possi- 
ble. | would like to have a “blanket 
type” permission to reprint the 
information in a safety news letter 
which | am contemplating writing 
each month for our plant super- 
visors. 

Jack H. ALpRipG! 
Asst. Personnel Supervisor 
Monsanto Chemical Co. 
Addyston. Ohio 


. » » And Another 
Planned by Western Electric 


EDITOR: 

From time to time. articles and 
news items appear in Occupa- 
riONAL HAzarps which we would 
like to reprint, extract parts from. 
or paraphrase for use in an inter- 
nal safety news bulletin that is 
directed to our engineers. We 
would appreciate receiving per- 
mission to use material from your 
publication. 

R. T. Markey 
Safety Engineer 
Western Electric Co. 
New York, N. Y. 

Permission granted to both 
publications—subject to inclusion 
of a_ credit to OCCUPATIONAL 
Hazarps for the material used. 


Continued on page o« 


18 APRIL 1956 @© OCCUPATIONAL HAZARDS 








Snap-fast Face Shield id : 


CcCESCO 
All-Purpose Face Shield 


for general shop nl 


with deflector crown 


Here is a practical answer to the demand for a low-priced, light, 
effective face shield that will meet the demands of a wide variety 
Open top of shop requirements. 

Snap-fast Face Shield The CESCO 770 Face Shield comes in three window lengths of 
4” 6” and 8” (top to bottom). The windows mount inside an alumi- 
num channel in a tight assembly and are impervious to the entrance 
of dirt or liquid. 

The head band of vinyl plastic is adjusted by a sliding strap. 
There is no metal or mechanical adjustment to snag the hair. The 
shield conforms easily to the head at all points. Win- 
dows of cellulose-acetate may be in green or clear. 
; Contact your nearest CESCO distributor today or 
Helmet-type Face Shield aT ¢ : : : " 
write for complete information and prices. 


Write for complete Catalog 


CHICAGO EYE SHIELD COMPANY « 2308 Warren Boulevard, Chicago 12, Illinois 
OFFICES IN: Atlanta, Birmingham, Boston, tuffalo, Cincinrati, Cleveland, Columbus, 
Dallas, Detroit, Houston, Kansas City, Knoxville, Little Rock, Los Angeles, Louisville, 
Mexico City, D.F., Milwaukee, Montreal, Orange, Peoria, Philadelphia, Pittsburgh, 
Salt Lake City, San Mateo, Spokane, St. Louis, St. Paul, Toledo, Tulsa, Wichita 
Full-visibility 
Helmet-type Face Shield 


Spark Shield 
i 
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STOCK NO. 1685 

, ‘ Strictly “front office’: 

STOCK NO. 1512 , % grain leather wing ttp, fully leather- 
lined, with oak leather sole; premium 

quality throughout. A safety shoe 


that goes anywhere. 


STOCK NO. 1514 


* 


$ 
*owness 


en 


. 
*.. 
2 
re. 
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now! 


all-purpose 
SAFETY DRESS OXFORD 


STOCK NO. 1307B 
Handsome crushed grain 
leather with Neo-Grip 

ole that gives outstanding 
long wear, high non-skid 
quality along with much 
lighter weight than 
regular industrial 


soles. 


ie re 


a 
iS baie ae 


just a few of the 1956 safety shoe 
developments you'll find at 


BOOTH No. 16 


8-inch 
GREAT NEW YORK SAFETY CONFERENCE ’ 
. : , ae ENGINEER’S 
Hotel Statler, New York e April 16-20 
2 FIELD BOOT 


STOCK NO. 1915 
With Woodsman 
Heel — companion 
to Lehigh’s popular 
10-inch Field Boot 


ELECTRICALLY -CONDUCTIVE 
Safety Shoes 


STOCK NO. 900 — no 
conductive “plugs” in sole or 
heel — entire bottom is 
conductive rubber that 
retains full conductivity in 
service. After 6 months’ test 
at government arsenal this 
shoe still shows original 
10,000-ohm resistance! 
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A PLANT FEATURE 


MANAGEMENT — are you 


Plants without 
safety programs 


had any kind of safety program, 
Nearly all plants with programs re~ 
ported production increases result< 
ing from their safety drives. 


yar 


canines ae ate 


Men, 


Plants with ‘~~; 


_ programs said: \ 


Production 
not affected 
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AULTY conclusions based on faulty arithmetic 

have induced management to let safety be a kind 
of neglected stepchild in the American industrial 
family. 

That’s the only conclusion that can be drawn fron 
a survey of 120 Cleveland area plants. 

The survey, made at the request of OCCUPATIONAT 
HAZARDS. was conducted this last winter by the Asso 
ciated Industries of Cleveland. Phis—the largest o1 
ganization of its kind in the United States—is a non 
profit group engaged in unbiased business research 
and in the negotiation of labor contracts on behalf of 


its individual members. 


Industrial cross-section 


Because of its position, the association was able to 
select an excellent cross-section of Northern Ohio in 
dustry for its survey. And since Northern Ohio indus- 
try is remarkably diversified. it may safely be assumed 
that the hazards it represents and the policies it 
follows are fairly typical of any highly industrialized 
\merican community. 

Results of the survey are being published simul 
taneously by Associated Industries of Cleveland and 
by this magazine. 

What the survey shows is this: 

1. Well over half the surveyed plants budget abso 


lutely nothing for safety 


being misled by faulty arithmetic? 


2. In only 16 of the 120 plants is there anyone who 


devotes even half his time to safety problems. This 
is especially notable in view of the fact that 32 of the 
surveyed plants have more than 500 employees each 
working on production lines, and that 19 of the plants 
have more than 1.000 production employees each. 

}. No reasonably uniform formula has been de- 
veloped among the plants for setting a suitable safety 
department budget. even when suc h a budget is pro 
vided. When a budget is set, it’s usually included as a 
sort of after-thought in the arrangements for another 
departn ent 

tk Responsibility for seeing to the safety of em- 
plovees is delegated to almost anyone from the com- 
pany comptroller to the maintenance foreman. In 
only LL of the 120 surveyed plants is there an indi- 
vidual who even approaches the status of a safety 
engine 


FCT 

\s is to be expected. the smallet plants sive less 
ittention to safety than the big ones. Yet there are 
still plants with more than 1.000 hourly wage produe- 
tion workers each that have no safety programs what- 


soever 
Why the results? 


What's the reason for all this? 
Really. its pretty hard to understand. 
For many years, the Cleveland area has been espe- 


cially active in the general safety movement. Dinner 





“More than four-fifths of the plants covered by the 


Cleveland survey that reported they had active safety 


programs also reported safety work had cut costs” 
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meetings of the industrial section of the Cleveland 
Safety Council are well attended, and programs are 
almost always exceptionally well handled in the effort 
to give plant safety men worth-while ideas and _ in- 
spiration. 

The Northern Ohio Chapter of the American Society 
of Safety Engineers holds monthly meetings. No bet- 
ter medium for exchanging experiences and methods, 
for encouraging industrial safety, could easily be 
found. 

The Division of Safety & Hygiene of the Ohio State 
Industrial Commission pours a constant stream of 
safety literature and posters into Northern Ohio plants 
of all sizes and kinds, supplements this literature with 
plant inspections and enforceable safety orders, and 
sponsors interplant contests every year to encourage 
sreater attention to industrial safety 


Management support lacking 


Yet in spite of all this safety drive, Northern Ohio 
plants aren't giving the support to safety—aren’t giv- 
ing anything like the support to safety—they should 
give. 


Why? 


}--————_- 100% _of plants surveyed ——— 


Has the plant 
an active 


A full-time 
safety director? 


A part-time 
safety director? 
safety program? 


No 














Well, the personnel director of one steel mill in the 
area gave us the stock answer some time before the 
survey was made. 

“Management here,” he told us, “says it’s paying 
premiums on workmen’s compensation insurance, and 
it thinks that’s all it has to do.” 


Premium payments reduced 


Disregard the humanitarian aspects of the safety 
movement for the moment. They’re what give motive 
to most safety men, but disregard them. anyhow. 
Think instead of costs. 

More than 80% of the plants covered by the Asso- 
ciated Industries survey that reported they had active 
safety programs also reported thet those programs 
had reduced their workmen’s compensation expenses. 

It’s true that only 17 of the 73 plants that reported 
these savings knew exactly how much the savings 
were: but the other 56 were certain enough of thei 
ground that they answered unequivocally yes to the 
question, “Have your workman’s compensation costs 
heen reduced by the safety program?” 


These facts point to two obvious conclusions: first. 





EMPLOYEES PER PLANT 


1-99 100-499 500-999 10004 



































Per cent of safety director's time actually spent on safety 


























ONE-FIFTH of the 120 plants surveyed reported having 
full-time safety directors. Two-fifths reported having no 
safety programs at all. 





OF PLANTS with part-time safety directors, many re- 
ported that their directors spent less than 10% of their 
time on safety problems. 
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How Safety Department Budgets Are Set | 





Employees per Plant 





Basis for Setting Safety Department Budget 
1-99 100-499 500-999 1000 Total 





















































/, or more of plant budget is allotted 
Proportions of Companies 


Spending | % or more 


of Plant Budgets 


Less than 1°% of plant 
<— budget is allotted to 


on Safety... safety 
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that a strong safety program can save money; second, 
that managements would be made more aware of it if 
they put cost accounting to work for their safety de- 
partments as well as for their production divisions. 


Production increased through safety 


The financial argument in favor of safety doesn’t 
stop with these conclusions 

Forty-two of the 120 plants surveyed said thei 
safety programs had increased their production. Re- 
member now: only 7] plants said they had any safety 
programs at all. More than 60°. of the plants with 
safety programs, therefore, have found that their pro- 
duction—which spells proht has been improved by 
spending time and money n satety 


That’s a pretty effective a er to the old wheeze 


that “we're too busy getting out the stuff to pay any 
attention to safety,” and to the bromide that safety 
men have heard ever since safety men came into 
being: “Safety interferes with production.” 

It’s possible on the basis of averages, at least—to 
cet right down to dollars and cents with the figures 
offered by the survey. 

In Ohio, where a state fund has a monopoly (ex 
cept for the comparatively few self-insured employers ) 
on workmen’s compansation insurance, premium rates 
for the individual plant are assessed on two bases: 
(1) the over-all accident experience of the industry 
(2) the specific ac ident experience of the plant itself. 
In this case, “accident experience means both fre- 
quency and severity, plus a measure of actual cost in 
the form of paid-out benefits 

\ basic average rate for an industry is determined 


\ plant 


by actuaries of the Industrial Commission 


PLANTS in every size group reported definite savings in compensation costs as a direct result of their 
safety programs. Yet, even among plants with 1,000 or more employees, there were those that had 
no safety drives of any kind, and that gave responsibility for employee safety to no one. 





PLANT 


EXPERIENCE WITH WORKMEN'S COMPENSATION 





Per cent of plants 1-99 
in each group.—y 


Employees 


100-499 
Employees 


500-999 
Employees 


1000 + 
Employees 
































These plants reported definite reductions in workmen's compensation 


insurance costs resulted from their safety programs. 
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that has shown a substantially lower 
ence than the “norm” for its industry 
credit of up to « ' that is. its 
{within this maximun weording 

its safety progran 

Roughly. in the Cleveland are 
earns on an average $1.95 an ho 
Industries survey involved plants 
3.435.964 man-hours every week 
of something like $348-million is 

lake a premium rate set up Tol 
i reasonably good safety record 
The rate is O98 per SLOO of pavi 

pensation co for the surveyed 

ound S658.000 
servative ¢ 

Phat’s a lot ' 

Now SUDDPOSE all these plants hye oa 
programs. (At present, only 53 of the 120 plants have 
credit ratings under the Ohio systen 
premium rates. } he 
saving of 
$131.600 a year in the compat 

Some companies in the Cleveland 
the maximum credit allowed under 
These are the companies that have pri 
doubt that there’s profit in’ prevent 
companies in the survey did as we 


imnual savings would run to appr 


Penalty ratings expensive 


other wav: 
said. in Ohio (ar 
applies pretty well it 
in average is struck mong 
industry The premium rate 
sation insurance that is founded 
“basic rate” set out in the. manu 
Commission. 
It’s quite possible. however. to e 
instead of a credit rating. In this case 
maximum of 75%, also. 
Suppose your company is classified 
manufacturer, with that basie rate 
of payroll weve mentioned And suppo 
agement thinks that. because it pa 
ill that’s necessary in the safety prog 
So your plant employees have a lot of accidents. and 
the Industrial Commission pays out a lot of benefits 


Your premium rate can skyrocket to $2.20 per $100 


of payroll, even to as much as $3.32 per $100. If you 
have a payroll of any size at all, that extra premiun 
can cut seriously into the annual profit 

Apply these facts to the 120 Cleveland area com 
panies surveyed. 

Their total compensation cost (re member. we re 
talking of average rates and possibilities based on esti 
mates) has been suggested as $658.000 a year That's 
conservative, in the manufacturing field 

Assume that all 120 companies drop their safety 
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A PLANT FEATURE 


What One Management 
Thinks of Safety 














cost money —it 


“A safety program doesn't 


saves money” 





programs. The accident frequency 
and severity rates begin to shoot 
upward as lack of employee train 
ing and unguarded hazards take 
their inevitable toll. The Indus 
trial Commission, scanning these 


things, jacks up the basic rate for 


everybody jacks it up maybe 


20%. maybe 30%, maybe more 


What’s worse, some of the 120 
plants have exceptionally bad ac- 
cident records. They eam a pen- 
alty rating that raises their com- 
pensation premiums as much as 
79% beyond the average 20% to 
10% increase that applies to ev- 
erybody. Total annual premiums 
for the 120 plants may be as much 





Don’t compromise with safety 






insist on 


industrial aluminum ladders 


} 


Ladders, being standard items around the plant, 


are too often selected 


In too many cases this low cost 


spells the difference between 


time of stress 


This is why Alco-Lite Indust 


stand out from the rest. There is 
mise with safety. They are made 


dustrial aluminum alloy whi 
proof, spl 


on the basis of initial cost alone 
is attained by lower- 
ing or eliminating that extra safety factor which 


lent and safety in 


never any compro- 
of heavy gauge in- 
is lightweight, rust- 


inter proof and sparkpr 





luminum Ladders 


They have extra 


bracing and riveting at vital stress points and rungs 


that won't twist, turn or break off. They require IL s 
very little maintenance and last a long time. Catalog rN 


No. 6 offers a complete selection of industrial alumi- 


num ladders 


Write to Dept. 158B for free catalog 


A 


er 
\ 


na N 
B 24 
ditt s 

—_— 


original manufacturer of aluminum ladders 


Aluminum Ladder Com 
WORTHINGTON “TITTTTTT. 





PENNSYLVANIA 


Circle No. 20 on reader service card for more Information 
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as $900,000 a year instead of 
$658,000. 

These are possibilities, to be 
sure. They're based on the as- 
sumption that all 120 plants are 
in the metal-working industry. 
Actually, the plants represent 
many industries. some with high 
basic premium rates. some with 
low ones. 

But the examples weve sug- 
vested are perfectly valid. You 
can estimate from your own com- 
pensation rate, keeping in) mind 
the credit-and-penalty system that 
exists in your own state or prov- 
mce, how mut h you can save with 
a really effective safety program 
and how much you can lose with- 
out one. 

We can be pretty spec ific. We 
don’t have to deal in estimates and 
possibilities. We can deal in actu- 
alities. 

One Cleveland area’ plant—a 
chemical plant—not long ago 
started a LOO. eve protection pro- 
eram in the course of its drive for 


greater safety. For over a year 





now, no one has been permitted 





in any production division unless 





he’s wearing safety glasses of an 





approved ty pe. 





The program has saved, to the 





knowledge of management. eight 







eyes. Management has learned 
that it costs roughly $10,000 for 
every loss-of-eye injury. And 





management doesn’t hesitate to 





say, privately and to other safety 
men, that the $80.000 saved within 
a comparatively few months is im- 








portant money. 





In this case, the saving is espe- 






cially important because the plant 





is self-insured. Premium rates 





aren't affected. Actual cash. in 






large amounts, is. For a smaller 





company, not self-insured but 





without the huge volume of the 






plant involved, the higher premi- 






ums resulting from the impact of 





those eight eye losses might well 





be as serious a cost as the $80.000 






that could have been spent by the 
chemical firms. 





It doesn’t take an inspired 
prophet to lay down the idea with 
which we started: faulty conclu- 
sions based on faulty arithmetic 








have induced management to let 





safety be a kind of neglected step- 





child. A safety program doesn’t 
cost money, it saves money. @ ®@ 
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IMPROVED— 
#30 Sand Blast Hood 


NEW— 
C-256 Single Cartridge 
Chemical Respirator 
—U.S.B.M. Approved 








PULM|O'SAN 
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5 VWITAL CONTRIBUTIONS 
TO SAFETY BY PULMOSAN 


That's our record. for the business year just past... an indication of the practical, yet 


exciting product development being pursued by our research, design and engineering 
departments. From Pulmosan you can always expect new and improved products 
that reflect the demands of the American: Industrial Plant. Write for complete information 
about these five-important products and for our catalogs offering hundreds of 
items of safety equipment. 


SAFETY EQUIPMENT CORP. 
644 Pacific St., Brooklyn 17, N. Y. 
1007 Washington Ave., St. Louis, Mo. 


4 MATERIALS used in constructing the 
demonstrator are listed by drawing 
mark in the table on page 31. All are 
common; many you will already have 
on hand. 


os 


THIS DEMONSTRATOR shows work- 
ers the hazards created by three 
kinds of energy, yet it can be simply 
and inexpensively built right in your 
own plant with materials readily 
available. It's an idea that will put 
real punch in your safety training. 


(AYDRAULICAL|E 


fm FRONT VIEW VIEW @ 
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SAFETY INSTRUCTIONS VISUALIZE 
How Energy Affects Accidents 





THESE MATERIALS WENT INTO THE DEMONSTRATOR 





Drawing 


Vark 


Material 

















Cover 
Display board 
Display board 
Tool box 
Sprocket—5 
© procket—2 
Sprocket 
Sprocket 
iS hip 
1 it hp 
Pinion gez 
idl gear— 
Pinion gear—! 0.0 
id er gear—5" O0.D , 
Pulley—t',” 0.D 
Pulley—4 0.D. x 
Pulley—2',” O.D. x 
Pulley—6" O.D. x 
Fiywheel—6" 0.D 
dia. shaft x 6 
dia. shaft x € 
Motor bracket 
B-acket 
ladder chai 
Gate 4 x 
Guides 1" x 9 
ladder chair 
Shield top 2 x 
Double-acting cylinde 
way lever-operated 
globe valve 
Kick-out arrangement 
tubing with adapte 
Compressor t'4 1D 
0.D. x 
s-head slide 
Safety relief valve 
Shield—6 x 
Beaker 
Mounted tube & petcock 
Color wheel—G dia 
Shield—t',4” x x 17 
Shield—3”" x '4” x 8 
Arm—4_" x's” x 6 
Shield—3”" x ' 
Shear blade—3” x 
Table—3” x s § 
Guides—2” x | x Il 
Hydraulic pressure gauge 
Pointer to ' dia. x 
dia. belt 
Insulated terminal strip 
Resistance wheel (variabl 
Fuse (5 amp 
Drop cord 12’ or longer 
Resistor—i0 ohm, 25 watt 
Resistor—20 ohm, 25 watt 
Rheostat—25 ohm, 50 watt 
Tougle switches, 250 v 10 amp 
Toggle switches, 110 v., 10 aum 
Duplex convenience outlet 
2—30 amp. fuse, fuse block 
Inter-board multiple connector, cap 
Safety switch 
Start-stop push-button switch 
Inter-board multiple connector, cap 
Relay coil, 110 v.. 60 cycle 
Indicator lamps & sockets, | v 
No. 6 dry cell batteries 
Relay voltage drop light & socket 
Toagle switch (single 





Plywood 
Wood 
Wood 
Plywood 
Steel 
Ste 

Ste 


Steer 


Bronze 
Plastic 
Glass 
Glass 
Steel 
Plastic 
Plastic 
Steel 
Piastic 
Steel 
Steel 
Wood -steel 
Steel 
Wood 
Leather 
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RE YOU sure that vou have the answet 


‘- accidents that happen in your plant? 
sure that the accidents are caused by 
worker instead of by lack of training 

How about the instructions you give workers 
they really complete. or havent you gone 

iven them the full safety story 

Mavbe you arent even aware ind 

insult to even the most experte need si 
of all the dangers in vour plant 

Let's say vou re teaching your employees how haz 
irdous it is to repair machinery without first shutti 
ind locking out the main electrical switch. That mucl 
is fine but vou still have two-thirds of the job to de 

George H. Reilly. general supervisor of safety for 
United States Steel Corporation's, National Tubs 
Division. thought his job was completed when he ce 
vised a display board that taught workers how neces 
sary it is to pull and lock out a main switch Phe 
story of that board was told in OCCUPATIONAI 
ARDS for September 1955. 

But after one accident and a few near misses. Reill 
found out that there were other forms of energy than 
electrical that were capable of causing accidents. What 
kinds of energy? Reilly pinned down the less obvious 
but equally dangerous. culprits as hydraulic and po 
tential energy 

lake. for example. the shear accident that occurred 
some time ago Repair men were sent to the shear to 
make a periodic maintenance check. Reilly had taught 
part of the job very well. for the repair men dutifully 
shut down and locked out the main electrical switch 
before starting to work on the shear. Thev had done 
what they had been told to do. hadn't they ? 

Yet a man was seriously injured. Why? Because 
the repairmen neglected to guard against a different 
form of energy—this time, potential. 

Potential energy, to quote Webster's New Inter 
national Dictionary, is “that energy which a particle 





al, 
bl Yo 


ALL-NEOPRENE 
HAND 
PROTECTION 


These new 








ity glove 


job efficier 


through extr 
rior hand 
~ 


NEO. SOL 


IN BLACK AND TRULY WHITE 


Neo-Sol ill-neoprene 


al 


CHARLESTON RUBBER CO. 
22 STARK INDUSTRIAL PARK 
CHARLESTON, SOUTH CAROLINA 


, 
E / Industrial Protective 
¢ Equipment catalog 
Name 
Company 


Street 


City d 
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“The main idea was to make each part 


produce accident-causing situations” 





or body has owing to its position 
with reference to other partic les.” 
In this case, the potential energy 
was stored in the raised shear 
blade: and when a pinion geat 
was removed. this energy was r 
leased. the blade fell. and the 
workman was hurt badly. 
Perhaps your first thought is 
“Anybody ought to know enough 
to put a block under a_ raised 
shear blade.” Youre right. The 
only thing is that if a man unde 
stood potential energy in the first 
place he would be less likely to 
forget to put a block under th 
blade. or to neglect to do 30. Such 


was Reilly’s reasoning. 


Another near miss 


Then there was the near miss 
on a hydraulically-operated charg 
ing door of a furnace. The repair 
man locked out the main valve 
(using a special-purpose valve 
shield for the operation). just as 
he had been trained to do. What 
he didn’t do was to bleed the lines 
of residual pressure. 

Because of this neglect. while 
the man was working at the has 
of the door frame. the hvdrauli: 
lines slowly bled until there was 
insufficient pressure to keep the 
door at its raised position. Fortu 
nately for the repair man. he 
turned away from the door to get 
a hammer at just the instant the 
door crashed down. 

It’s easy to write off a near miss 
like this as being caused by nee 
lect. Reilly. instead. saw in the 
close call a need to educ ate em- 
plovees about the hazards of hy- 
draulically - operated equipment. 
so that they would alwavs recog- 
nize the need to lock out valves 
hefore doing any maintenance 
work on it. 


Visual training 


Since he had already obtained 
excellent results with the lock-out 
demonstrator. Reilly decided to 
build a visual training display that 
would teach workers the dangers 


involved in three types of energy: 
electrical. potential. and hydraulie. 

The main idea was to make 
each part ol the display produce 
weident-causing — situations. — se 
that the teacher who used it could 
not only talk about an accident. 
hut show the accident taking place 
it the same time. 

In the hydraulic section, a pump 
creates pressure in the line which 
is enough to raise and hold the 
make-believe door. as long as the 
valves are locked out. The simu- 
lated shear in the mechanical sec 
tion of the display will snip off 
time cards and other paper prod- 
ucts that are thrust under the 
blade. Reilly improved on his 
1953. demonstrator. and provided 
an electrical section to show work- 
ers that merely closing the push- 
button switch on a machine didn't 
mean that the machine would not 
start up unexpectedly. 

When he gives a demonstration 
with the central (electrical) part 
of the display. Reilly sets the 
scene by describing an old lathe 
that sits back in a corner of the 
plant. \ maintenance man once 
pushed the “stop” button on the 
lathe operating switch and started 
on a minor repair. Just at this 
point. it is explained, moisture 
that was seeping into the base of 
the lathe caused a short in the old 
machine's wiring. and... 

The demonstrator takes over. 

The vari-colored wheel run 
by an electrical motor in the cen 
tral section of the display is 
stopped by pushing the switch. A 
smal. vial of brine. ink-stained for 
better visibility. is poised over a 
beaker in which two bare wires 
are extended. 

\s he talks of the seepage of 
water into the base of the lathe 
Reilly opens a petcock at the bot 
tom of the vial. Drop by drop. the 
brine in the beaker rises until it 
makes contact with the two wires. 
As the contact is made. the motor 
starts and the wheel spins rapidly. 

Simple? Yes—but the point is 


certainly put across to the em- 
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ployee so clearly that he isn't 
likely to forget to lock out a main 
switch after seeing it. And that’s 


all that the demonstrator is in 
tended to drive home. 

Although Reilly uses the acei- 
dent and near miss weve men 
tioned when he gives the demon- 
stration to National Tube people. 
he suggests that if vou adapt the 
plan to your own shop needs you 
describe events that have hap- 
pened in your plant. Your work- 
ers will pay a lot more attention 
to things they know about already 
than to ideas that come to them 
from somewhere else. 

Originally. the display was in 
tended for use only in the Lorain. 
Ohio. works of National Tube: 
but word of it got around. and 
Reilly now has shown it to per- 
haps 20.000 people in a number 
of different states. 

The display today is set ny tor 
pre-employment — training \ll 
workers hired at the Lorain works 
are shown the demonstration be 
fore theyre put on the job. Every 
so often. the display is shown t 
workers in the mills and shops as 


a refresher course. 


Paid for itself 


All in all. the demonstrator has 
more than paid for itself. both in 
training emplovees and in build 
ing sound public relations. 

By checking the drawings and 
photographs which go with this 
article. vou ll see how the demon- 
stration board was built. The lst 
of materials shows that most of 
the things that went into the 
board werent new. but were 
picked up within the plant. 

Besides being fairly inexpen- 
sive, the display isn’t hard to 
make. In this respect. you have it 
easier than Reilly: he had draw- 
ings made after the display was 
finished. 

A project like this will help you 
vourself hecome aware of many 
new areas for safety training. It’s 
worked that way for Reilly: he’s 
even now busy digging out ob- 
scure causes of accidents—causes 
which probably would never have 
occurred to him if he hadn’t been 
put on the right track by his own 
demonstrator. @ @ 
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The Accident did NOT happen 
thanks to A.W. ALGRIP 


World’s only abrasive 
rolled steel floor plate 


No slip! 

Except in accident and insurance rates! 

Because neither oil, grease nor water—on flat or inclined 
surfaces—can reduce the powerful friction grip of ALGRIP’s 
uniformly embedded abrasive particles. 

ALGRIP’S abrasive is rolled in—not coated—to a controlled 
depth as an integral part of the steel plate. Wear and tear merely 
expose more abrasive. ALGRIP, made by a patented process, 
fabricates easily — maintenance is practically nil. 

Make a test installation in your worst slipping area. Watch 
accident rates go down. 


A.W. ALGRIP fiiisi033 


ALGRIP—approved for safety by Underwriters’ Laboratories. 


ALAN WOOD STEEL COMPANY 


Conshohocken, Pa. 
Please send A.W. ALGcrip Booklet AL-27 


Name 
Title 
Company 
Address 
City 
Other products: A.W .SUPER-DIAMOND Rolled Steel Floor Plate—Plates—Sheets—Strip—(Alloy and Special Grades) 
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SAVERS 


STAC-VENT (SV) ...a ne 
proven to provide clearer fog-free 
greater safety. Other types of ventilat 
RV), Screen Ventilation (C\ 


Ventilation 


COVER GOGGLES 


FOR COMPLETE PROTECTION 


Ww princit 1 goggle ventilation, 
more comfort and 
available: Regular 


r No Ventilation (NY). 


Safe, Shatterproof Lens Easily Replaced. Eye Savers lenses 


will not shatter or splir 


, “not pit. 


ae 
the frame. 


Lenses are easily 
the “lock bar 


No special tool 
interchangeable in all S 


ter with impact... will 
replaced by removing 
that positively locks the lens in 
s needed. Lenses are 
oft Vinyl Frames. 


SOFT VINYL FRAME 


For Safe, Comfortable, Form-fit 


Model 440 SV—clear frame 460 SV—green frame 
Heavy Impact Goggles with replaceable, 
optically perfect, methacrylate lenses. 
Clear Lens (C) .125" thick 
Green Lens: Light (G2) Medium (G4) 
Dark (G6) .080" thick 
Model 441 SV—clear frame 461 SV—green frame 


Average Impact Goggles with replaceable, 
optically perfect, acetate lenses 

Clear Lens (AC) .060” thick 

Green Lens (AG) .050" thick 


Models 490 or 491 — opaque black frames 
Furnished with Stac-Vent only 
Methacry nses as 440 
Acetate same as 44] 


ame 


Fits Over Any ee Frame — Extra 
wide 6” lens in the large provides 
ample space for metal or horn rimmed glasses 
Frame forms a that prevents the lens aC 
surface from touching when goggle is laid flat 
on a table or bench. 


vinyl frame 


Dumper 


Safer, More Comfortable to Wear Eye Savers, soft 
Vinyl frames form-fit any shape face comfortably. Flanged nose 
bridge fills the gaps around the nose to assure greater protec- 
tion. Adjustable, elastic headband holds goggles in position 
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Black Frame 


WELDING GOGGLE Model 492 


Large opaque black viny T ime 

form-fits the face. Stac-Vent 

vides light-tight ventilat 

movable lens holder 

placeable standard 

Federal Specificati 

filters—shades 3, 4, 5 

ible Glass 
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EYE SHIELDS 
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232 West Exchange St. 





WATCHEMOKET OPTICAL co., INC. 


PROVIDENCE 3, R. |}. 


In Canada: Levitt-Safety Limited, Toronto 10, Montreal 26 





SAFETY SPECTACLES 


FOR LIGHT WEIGHT AND COMFORT (“xem 
eye 


7 SAVERS 
Sialberbight”’ T3C-AWAY | — 
For 90°% Protection Worn All the Time 


Model 415 — plastic retrax temples (illustrated) 
Model 412 — metal retrax temples 
Model 410 — plastic club temples 
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*\ Shatterproof Methacrylate Lenses 
) 
ss Replaceable — Interchangeabl Eye 
SWAP\ Nour ~~? 7 : ) ee 
\ Neg Savers “Tuc-Away” lenses are 
hans cally perfect, .080” thick for safe, impact 
~—SA\._—s protection; will not shatter or pit. T 
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yy 

f vide full, clear vision with side 
tion or cup type side and bottom protection 
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Adjustable Retrax Temples — Plastic 
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| or HINGES pre 
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f vide proper head fit. Universal No: 
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2ck sizes. One size fit 
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s need for extra 
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wuy are LOMPpensation 


OMPENSATION costs have been soaring like a free 
C balloon—up, for an average case. from $267.49 
in 1945 to $509.77 in 1952. and still rising. 

If you don’t have a good safety program, you'd 
better start one—but fast! If you do have a strong 
one, you'd better step it up to its maximum power and 
keep it there. Preventing accidents is the only way 
you can lick the compensation problem. 

Time was when compensation benefits were sup- 
posed to do nothing more than replace wages lost 
during the pericd of disability. That idea is gone 
with the bustle and the high-pressure automobile tire. 

Today, compensation experts and doctors and law- 
vers and a lot of others—including. of course. labor 
want compensation benefits to cover not only lost 
wages, but cost of rehabilitating the injured and train- 
ing him for a new job. And they want compensation 
benefits to cover personal loss of ability and personal 
disfigurement. 

Compensation boards and courts have become more 


and more liberal in deciding what compensation laws 





mean. Legislatures have broadened original laws until 
the acts don’t look at all as they did when they first 
were passed anywhere from 10 to 45 vears ago. 

Most state legislatures meet during odd-numbered 
years. In 1955, for instance, the legislatures of 45 
states and three territories got together. All but three 
of them passed laws affecting workmen's compensa- 
tion. All but 11 strengthened the provisions regarding 
benefits payable to injured workers. 

There were as many ideas on compensation as there 
were legislatures. What came out of the 48 legisla- 
tive sessions, therefore, can’t be charted simply. 

Richard F. Gonda, however. our legal editor. has 
been able to give us a summary of what the legis- 
latures did. You'll want to file this information along 
with the abridged state compensation laws we pub- 
lished back in 1953 and 1954. 

For complete information about the new laws (and 
the old ones as well), consult your state or territorial 
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iuthorities. There's a list of these authorities 
with their addresses, accompanying this article. 

Here’s what went on among the legislatures last 
vear. state by state and benefit by benefit. We've 
used a type-of-benefit classification rather than a state 
and-territory classification because in many states the 
legal changes were relatively minor. 

[Two changes that can’t well be classified simply 
because they stand alone should be mentioned at the 
start: Rhode Island provided for greater hospital bene 
fits under its compensation set-up. and South Carolina 


illowed larger funeral-cost payments. 


Workers’ own benefits increased 


(Juite a few states and territories (they're listed in 
the table entitled. “These Changes in Compensation 
Were Made During 19557) jacked up maximum 
weekly benefits for temporary total disability. Nine 
increased such benefits by $5.00 a week or more 
\laska went so far as to hike its maximum weekly 
figure from $75 to $100—highest in the United States 

As a result of this 1955 activity among the legis 
latures. only nine states still remain that limit pay- 
ments for temporary total disability to less than $30 
1 week. Before 1955. there were 17 that did so. If 
vou re wondering about your own state. look at the 
table. 

Sometimes. increased weekly benefits were pushed 
upward by setting a definite figure beyond which they 
could not go—$40, for instance. Other times. the law 
makers hoosted percentages without using any exact 
dollars-and-cents in their statutes. 

\ lot of states and territories. like Canadian OV 
inces, do rely on percentages for figuring weekly bene 
fits. Right now, there’s a strong movement afoot in 
the United States on the part of some labor unions to 


»¢ 


legalize a maximum of 66-2/3° of average wages. 
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lar maximum, as a basis for 


pensation pay ments 


tised its percentage for figuring weekly 


fro 60% to 66-2/3% of average 


it from 50% to 60% 
ised it from 60% to 65%. 

raised it from 50% to 66-23%. 

eeds special mention. Nevada formerly 
pensation equal to 80% of wages for total 

In 1955 it raised payments to 90% of 

es for temporary total disability. At the 

it adopted a sliding scale that ranges from 


tf average wages for permanent total 


ind territories lifted the ceiling on how 








WHAT HAPPENED IN 1955 


K<K<K<KE 

















THESE CHANGES IN COMPENSATION 
WERE MADE DURING 1955 











much workers may receive in over-all Compensation 
benefits. (Usually. in the United States. there’s some 
limit on the total “take” any one person may have 
for any one occupational injury or illness.) These 
changes took several forms. but they all meant more 
compensation cost 

\laska repealed a 325.000 limit on maximum bene 
fits. Now. it has no limit at all. 

Connecticut’ provided that a widow may receive 
death benefits until she dies or remarries. Previously. 
a widow was entitled to benefits for no more than 780 
weeks 

Both Florida id Michigan permitted payment of 
weekly benefits for permanent total disability during 
the entire time the disability lasts. Before 1955. 
henefits were pavable only for certain maximum 
periods, 

Hawaii increased the 1 mum for all benefits from 


S1O.500 to S2O.000 


What happened to 
disability benefits 


There was a good deal of pulling and hauling in 
regard to how many and what people should be cov 
ered by compensation benefits Twenty-two states 
considered the matter: 16 broadened coverage in one 
way or another. and six restricted it 

Delaware brought executive officers of employers 
already subject to the compensation act under com 
pulsory coverage. Earlier. these executives had been 
under elective coverage 

Iwo states—Indiana and North Carolina—granted 
elective coverage to executives. | mplovers now may 
decide for themselves whether or not to pay premiums 
on their top brass 

Massachusetts made compensation coverage 
pulsory for all tele phone companies 

\s weve said. though. six states put a checkrein on 
compensation benefits 

California exempted from coverage all gardeners 
ind volunteer ski patrolmen 

Nevada eliminated theatrical and stage performers 
from the covered list of employees 

North and South Carolina dropped specified public 
ind voluntary workers from coverage 


Continued on page 40 
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OFFICIAL SOURCES OF INFORMATION 
ON WORKMEN’S COMPENSATION LAW 


Copies of state and territorial workmen’s compensation and 
occupational disease laws usually may be obtained free from 
the authorities listed here. So may information on current 
official interpretation of those laws and on methods for 


filing and appealing claims. 
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COMPENSATION 


Contu 





North Dakota excluded all exe: 
utive officers of public corpora 
tions whose duties aren’t generally 
performed by other people. 

Oklahoma excluded dairy farn 
ers who hire not more than two 
workers. (But with its other hand 
Oklahoma arranged for 


tive payment of weekly benefits if 


retroae 


a covered worker's disability lasts 
five days or more.) 

Compensation was increased in 
16 states for occupational disease. 
and five additional states length- 
ened the list of diseases recognized 
as compensable. | Oo! example: 

Arizona added to its list of dis 
eases covered ganglion, synovitis. 
bursitis. and cellu 
litis of the foot or shoulder. 

Maine 


caused by 


tenosynovitis. 
included dermatitis 
contact with leather. 


and also added pulmonary and 





VI-LAN CLEAN 





dispensers 


i 





on the job and in wash rooms 
will prevent the menace of 


dermatitis 


- « e lost man hours 
and lost profits! 


This new antiseptic all-purpose skin 
cleanser contains ACTAMER, a non- 
toxic bacteriostat, perfected by Mon- 
santo Chemical Company, exerting a 
powerful inhibitory action against 
harmful skin bacteria for 48 hours 
after use. 

VI-LAN CLEAN does what ordinary 
soaps can not do. It removes greases, 
oils, paint, acids, graphites, printing 
inks, asphalt, rubber, gasket cements 
and other industrial soils and sediments, 
and provides the prophylaxis inhibit- 
ing the germs which too often put 
employees out of commission. 

So, serve and protect your employees 
with VI-LAN CLEAN — install the new 
VI-LAN CLEAN dispensers in every 
wash room and on critical on-the-job 
locations. MAY BE USED WITH OR 
WITHOUT WATER. 

To fill dispensers VI-LAN CLEAN 
is packed in polyethylene bags, allow- 
ing you to release any amount of the 
cream simply by finger pressure on the 
bag without waste. This container also 
may be used conveniently as a portable 
dispenser on trucks and outside jobs. 

Also available in convenient pint, 
quart and gallon containers for home 
and shop use. 


Write for descriptive folder today! 


DAMERON 


enterprises, inc. 


427 So. 20th Street 
Louisville 3, Kentucky 


A UELAT CLEAN, 


the Antiseptic Skin Cleanser With Lon-Ad 


4Y CLEANS WITH OR. WITHOUT WAR 


May Be Used On Face Hands, ond 
Other Parts Of Body . é : 
DIRECTIONS FOR USING a 


LAN CARA Sade 
“oh ee 


LEAN in bond aed 
h noe 
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ardiat diseases contracted by 
firemen as a result of their em 
ployment. 

New Mexico added berylliosis 
and all diseases traceable to radio- 
(This last addi- 


tion is especially interesting. It’s 


active materials. 
part of a general trend. But spe- 
cialists still can’t predict how long 
it will take for diseases caused by 
radioactive materials to show up: 
consequently, many physicians are 
suggesting that time limits for 
eliminated. ) 

North Carolina included all bur- 
sitis, instead of bursitis of the 
elbow and knee only. 


filing claims be 


Texas added _psittacosis. 

In five states and territories. the 
1955 legislatures passed new laws 
eoverning the rehabilitation of in 
jured and occupationally diseased 
workers. 

Hawaii which formerly had ne 
allowance for rehabilitation. au- 
thorized expenditure of up to 
from. the injury 


fund for retraining and rehabili 


$1.000 second 


tating any injured worker. 
Minnesota hiked the time 
paving double benefits for reha- 
bilitation from 25 to 52 weeks. 
Utah increased its rehabilitation 
allowance from $520 to $600. 
Vermont doubled the 


previously paid every six months 


85.001 


from the state’s surplus fund t 
the State Rehabilitation 
Employees certified for rehabilita- 
tion now are eligible for a main- 
tenance allowance. too. 

Benefits 


Center 


werent increased 
California. but the Golden State 
did appropriate funds for special 
research on problems related to 
the rehabilitation of industrially 


dis ibled workers. 


Organization changes 


There were a good many im- 
portant changes made in the or- 
vanization of state compensation 
boards. In these 
changes mean faster handling of 


‘ laims: 


some cases. 
in others, they mean prob- 
ably lower cost for administering 
the compensation acts. 

Georgia provided that appeals 
will he hea d hy 
board. 

Ohio and 


trom 


an independent 


Michigan 


boards or 


swite hed 
commissions to 
administration by a single official. 


Ohio took a further rather unusual 
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step—it authorized the new ad 
ministrator to pay weekly benefits 
to an injured worker who appeals 
in adverse det ision. These hene 
fits will continue until the claim 
finally is settled. If the appeal 
goes against the worker. the ben 





fits paid to him during the time 
his appeal was pending will he 
charged to the surplus fund. 
Oklahoma gave the needle to 
both insurance companies and em- 
plovers. Any insurer or employer 
who appeals an award must now 
pay 1LO% annual interest on any 
benefits which are finally deter 
mined—and must also pay all cost 


ol prov eedings. In Ohio. about 


the same plan was made effective 
the court may assess a 10‘? per 


ilty (up to $750) against an e 





New York Benefit 
Payments Head Down 


siiisin: saleable attinee There's a BIG difference in floor absorbents 


B 
York State’s Disability Benefits 
| 


iw totaled S86.800.000 jn 1954 

if ae * roby of: x THIS DI 0 ERY! 
of 387.400.0000 recorded in 1953 e 
according to the New York State 


( ympensation Board. 


RIGHT IN YOUR OWN OFFICE you ean test the difference of 
> } } e oO cl = e , . , . ° 

The number of claims 1 Eagle-Picher Industrial Floor-Dry with whatever oil absor- 
Ss! rp 0 618.100 953 ’ ’ r 9 ° 
sharply from 618,100 in 1953 1 bent you’re now using. You'll discover it actually absorbs 
61.000 in 1954. Insurance car ae : : : 

1 321.300 initial el as much as 100% or more liquid per pound than other floor 
riers ald 21.0 Initia Claims . . 

ty 9c drying materials. 

self-insured employers paid 2051 : 


600 claims: and the Special Fund YOU'LL ALSO PROVE that Eagle-Picher Floor-Dry retains 
for Disability Benefits paid 4.600 its skid-proof granular mineral form even when saturated. 
It doesn’t mud or pack. Light in weight, it spreads easier 
and covers a larger area. Non-combustible, it has no chem- 





, ical reaction. And possessing unusual reflective power, Floor- 
plover who appeals without rea : at: 3 
Dry makes working conditions bright and pleasant, as well 
sonable cause: the penalty Is ea 
added to the claimant's award. as sale: 

Several state legislatures are 
meeting in regular or special ses- EAGLE 
sions this vear. Some of them G 
already have enacted or at least 
have sent to committees proposed Since 1843 5 
changes in their compensatio1 
laws. In every case. the changes 
point to more compensation hene 


a PICHER 
ts, 


Wishing isn’t going to stop the 


trend. As we said at the begin WRITE TODAY. Our Eagle-Picher rep- 
ning, there’s only one thing that resentative will bring the portable 
will help any employer cut his laboratory to your office where 
you may make this test yourself. 
The Eagle-Picher Company, 
Cincinnati 1, Ohio. 


compensation cost: a strong safety 
program that prevents injuries and 
occupational diseases from being 
an expense, because it prevents 
injuries and occupational diseases 
from taking place at all. © ¢ 
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Fiber glass Safety Hats, in grey 


green, blue and brown. Extruded pl 


Fiber glass Welding Helmet, plastic lens holder 
with a choice of headrests, or as a Handshield 


Series 50 Gas Welding and Grinding Goggles are well 
ventilated. Welding Goggles show elastic headband 





aay 


Featherlight Eye and Face Shield pivots on plastic 
headrest. Visors, in many sizes, clear or gre 


en 


Safety Hat readied for cold weather 


‘Winterizers’ 


also fit headrests of Helmets, Goggles, Face Shields 


: 
* 
+ 


All-Nylon Adjust-O-Lok headgear with Nylon pivots 
and winged knobs is insulative and long wearing 


Series 60 Unigoggle for Gas Welding has large inside 
area. Shown here with extruded plastic headgear 


a Shiold 
e Shield 


me. Easy 


fits Safety Hat, pivots on aluminum 
to remove. Heavy Plastacele visor 





Lift-Front Helmet, shown pivoted to sides of Safety 
Cap. ‘Quick-Detach’ brackets permit instant removal 


Series 70 Supergoggles, shown pivoted to 


S Safety 
Cap. They’re wider, to fit 


over widest spectacles 


THIS YEAR - 


new 


* These items are new, were all 
introduced in 1955. For complete information 
contact your Jackson Dealer or write to us 


SAHCHSON 


PRODUCTS, INC. 
WARREN-MICHIGAN 


Sold through Welding Supply and Safety Equipment 
Dealers throughout the United States and Canada 
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New York Safety Convention & Exposition 


Hotel Statler, New York City—April 16-20 


The exposition is open daily starting 
Tuesday 9:00 A.M. - 9:00 P.M. 
Wednesday & Thursday, 9:00 A.M. - 5:30 P.M. 


Displays are on the 18th floor 
and mezzanine 
Closes Thursday at 5:30 p.m. 


LIST OF 


This list was complete as of February 9, 
1956. Exhibitors renting booth space 
after that date could not be included. 


Booth 
Aetna Casualty & Surety Co. 32-33-3 
of Industrial Nurses. Ine. 158 
American Biltrite Rubber Co. 0 
American-LaFrance-Foamite Corp. 89-90 

62-63-64 
Ansul Chemical Co. ae 
Award Incentives. Inc, 15 


American A sson : 


American Optical Co. 


L. G. Balfour Co. ob 
Bausch & Lomb Optical Co. 19 
26 


The Beryllium Corp. 
Best's Safety Publications 
Bomgardner Mfg. Co. 
Botan Pharmaceutical Co, 
A. N. Brabrook. Ine. 
Brett-Guard Co. 

Bustin Steel Products. Ine. 


Center for Safety Education. N.Y.U. 
Chemical Corp. 

Chesebro Whitman Co. 

Chrysler Corp. 

Columbus Glove Mfg. Co. 

Cycle-Flo Co. 


65-66 
79-80 


Davis Emergency Equipment Co.. Ine. 
Dockson Corp. 
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EXHIBITORS 


The Eagle-Picher Co. 

Eastern Metal of Elmira. Ine. 
Electric Cord Co. 

Embosograf ( orp. of \merica 
Emergency Oxygen Inhalators. Ine. 


Falcon Alarm Co., Ine. 
Fireve Div.. Electronics Corp. of America 


Ford Div.. Ford Motor Co. 


Glendale Opti al Co.. Ine. 
Guardian Safety Equipment Co. 99-100 
The Granet Corp. 102 


A) Ee Halperin. Inc. 28 
The Hewson Co.. Ine. 

Hild Floor Machine Co. 

Hygiene Research. Inc. 

Hvy-Test Safety Shoes Div.. International Shoe Co. 


[Industrial Gloves Co, 9-10-11] 
Insto Gas Corp. 10] 
Iron \oe Safety Shoes. H. Childs & Co. 50) 


Jomac,. Inc. 1] 
Jones X Co. 5 
Junkin Safety \ppliance Co.. Ine. 98 


Kelley-Mahorney Co. 38 
Keystone View Co. 60 
Walter Kidde & Co., Ine. 92-93 
Kimberly-Clark Corp. 13] 


9 
) 
) 


Walter G. Legge Co.. Inc. 6] 


Lehigh Safety Shoe Co.. Ine. 16 


Continued on next page 
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McAn 


Thom Safety Shoe Div., Melville Shoe 
Corp. 

Julian A. McDermott Corp. 

Metropolitan Life Insurance Co. 

Micro Switch Div.. 
lator Co. 

Milburn Co. 

Miller Products Co.. 


Mine Safety 


Minneapolis-Honeywell Regu 


Inc. 


Applian es Co. 


National Safety Council 

National Society for Prevention of Bli: 
New York Telephone Co. 

Notte Safety Appliances Co 


Ine 


idness. 


Oil-Dri Corp. of A merle a 
The Olympic Glove Co. 


The Pac-Kit Co. 
G. H. Packwood Mfg. ( 
Pawling Rubber Corp. 


103 
bl 
129 
Pennsylvania Optical Co. 111-112 
Pioneer Rubber Co. 119-120 
The Protectoseal Co. oe) 
62-83-94-95 

Loi 


104-105-106 


Pulmosan Safety Equipment Corp 
{ul} 
Putnam Rolling Ladder Co. 


Pyrene—C-O0-Two 


Record Industrial Co. (ied 
John R. Robinson, 
Rose Mfg. Co. 


156 
109-110 


Inc. 


afety Box Toe Co, 

afety Clothing & | quipment 
afety First Products Corp 
afety First Shoe Co. 
afety Specialists, Inc. 
Safety Tower Ladder Co.. lr 
Sarole. Inc. 
The H. M, 
A. Schrader’s Son Div. 
Smith-Keser & Co 


Speedi-Dri ( orp. 


A Son 


SCON 


Sawvel! 


Co, 


a 


ill Mfe ».. Inc. 


Standard Safety | quipment Co, 


Fund 
Rubber Co. 
Mfg. Co., Ini 


State Insurance 


The 
The 


Surety 


Surty 


Pect, Ine. 
lrippe Vife 
Safety Service Co. 
Washington Products Co 
Watchemoket Optical Co 
Welsh Mfg. Co. 
West Disinfecting 
Westline 

Co. 
The Wilkins Co.. Inc. 
Willson Products, Ine. 
W. S. Wilson Corp. 
Wilson Rubber Co 


Co 


Products Div.. 


Div.. Be 


67-68 
rn | ithographing 


ton. Dickinson Co. 





by managers, afte? 


make 


reported plant 
installing to 
employee’s eyes are 


working efficiently TOGETHER. 
addition, 


20% reduction in spoilage 


156% 


tests sure each 


and | yo 


saving in training costs. . 








Test in 3 to 4 


Quick 


minutes, 


easy scoring. 


No moving parts to 
get out of order. 


Continuously serviced, 
without extra charge. 


Vistil 
BOOTH 60 
CREATER NEW YORK 
SAFETY SHOW 





14% increase in production... 
. less absenteeism. 


These employers have found that NO plant can afford workers 


with UNHAPPY EYES. 


Mail the coupon for details. 


PCF SS SS SSS SSS SSS SSS SSS SSS SS RET BEE ee eee Hidntnacn eimai Ue 


Keystone View Co., 


Meadville, Pa. 


(Name) 


(Company) 


Send booklet telling WHAT OTHER PLANTS HAVE 


ACCOMPLISHED 


WITH VISION SCREENING. 


(City) 





988288888228 SS SS SSeS SSS SS SSS SPOS esses sse Sees e eee eee ees ee esses seesseses eH a 
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Occupational 
skin diseases 
can be 


Stopped here! 


Armour Hexachlorophene Soaps destroy up to 95% of skin bacteria that 


spread infection—offer you the easiest, thriftiest way to protect employees! 


Absenteeism and employee inefficiency cau 

fection and dermatitis will cost industry | SEND THIS COUPON TODAY! 
million dollars this vear! How much will th 

You can protect your employees by simply replacing th Please send me the items | have checked 


ordinary soaps in your washrooms with Armour Hexa — shh i eo ual 
\ | exachlorophene Soap for Industry 


chlorophene Soaps— Armour Liquid or Formula a Tetet Nein eit: © eel: teint a aii aaa 


germicidal powdered hand soap with either borax or a order Formula #99 (Vegetable) 10-5 Ib. bags—$12.00 
a 1 F la #99 (Borax) 10-5 Ib. bags—$11.50 
heavy-duty vegetable scrubber added). This step can add 


important benefits in insurance and labor relations, too! 


These Armour Soaps thoroughly cleanse the skin 
irritants that cause contact dermatitis and destroy uy 
95°; of the skin bacteria that cause and spread infec 
Only Hexachlorophene gets these results—it’s 


germicidal agent ever found that stays antiseptic in soap 
Zone State 


City 
WRITE ARMOUR TODAY FOR A TRIAL ORDER! Fill i 
out the coupon on the right for prompt delivery. Also ARMOUR S0ap Divisio 
send for the informative booklets prepared by Armour INDUSTRIAL SOAP DEPARTMENT 

for your guidance and convenience. They’re free! Armour and Company «1355 West 31st Street +» Chicago 9, Illinois 


Circle No. 28 on reader service card for more information 
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FOR THE SUS OFFICE 


Here's the authentic dope that 
will sell your workers on the value 
of holding down their weight to 
reasonable levels. And keep in 
mind that—as this article points 
out—the overweight have 15°/, 
more accidents than those who 
weigh what they should. 


* 


"At the age of 50 a man in ap- 
parent good health has a life ex- 
pectancy of approximately 20 
more years. If he is fat, his 
chances of living these 20 years 
may be reduced by one third. 
Obese men in their 50's have a 
mortality rate 80°/, higher than 
normal.''—Dr. Frederick J. Stare, 
chairman, Department of Nutri- 
tion, Harvard University. 


"Up to 35 years of age, it is safer 
to be plump than skinny. Beyond 
35, excess fat becomes a greater 
health liability than extreme thin- 


ness. Ills such as high blood pres- 
sure and heart and kidney ail- 


ments are more common among 
overweights. Arthritis, too, is ad- 
versely affected, and post-opera- 
tive deaths are increased when 


obesity is present.''—Dr, Carl N. 
Neupert, Wisconsin State Health 
Officer. 











\ = 


What can be done about your 


overweight workers 


AG; 


“FATTY” 


ILL CARTWRIGHT (that isn't his real name) is a 
B20 pounc erinder in an Ohio factory. He’s big 

all over—stands six feet. four inches tall: has 
shoulders as wide as an average door: wears size 14 
shoes that have to be especially made for him, 

But Bill has a record, according to the plant satety 
engineer. of two defects: he’s away from work an 
average of two or three days a month because of sick- 
ness: and—despite the fact that he’s a top-grade 
erinder, as far as ability is concerned—his production 
is suffering because he takes time out to nibble on 
everything from sandwiches to peanuts. 

Actually. Bill is too fat. He’s too fat for his em 
plovers cood, as well as for his own. 

Wholly aside from Bill’s absenteeism and his slip 
ping production, he presents another problem to the 
boss. As an overweight, Bill is much more likely than 
the average worker to have heart trouble. kidney dis- 


ease, OF high blood pressure get the better of him. 
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COMPARISON OF AVERAGE WEIGHTS FOR MEN 


Figures for the United States are based on the American Table, standard with all insurance 
companies; figures for Canada are drawn from statistics compiled by the Department of 

National Health & Welfare. 
Ages ® 15-19 





30-34 35-39 50-54 
Height | U.S. Can.| U.S. Can 


20-24 | 25.29 55-60 
| 
| 
| 





| | | 
U.S. Can.| U.S. Can. | U.S. Can. | U } .| U.S. Can.| U.S. Can 
am 


























Can Cost YOU Money! 


Ohio is one of the states that 


n pensation benefits for illness due to heart disease 
th 


provides workmen s ted States 
hat was either 
we tok 


What claims for 


one produc tion worker in every five 


s. he’s more than LO% 
for his height. 


is too tat that 
caused by ot iworavated by the vic 


above what he 
. and general build 

is costly to the worker 

is indicated by the Statistical De 
f the Me tropolitan Life Insurance Company 
entitled The 

lf extra 


age 
heart conditions have been doing 


ompensation costs was suggested by the Occupa 
TIONAL HAZARDS study in 


‘Why Are Compensation ( 


is excess fat 


as well 
plovel 
February 1955 


rtality from 
osts ‘6 
weight helps to aggravate heart tr 


the cardiovascular-renal 
aring ?~ 
vorkers. therefore, it’s quite 


i ibetes. liver ailments 
ouble am youl mone | 


| 
c ne verweight men was 
ipt to add consider ible { 
or 


ected o7 the basis 
upational accident oO! 


dis 
_ and gallstones 
nearly 50%: above 
of the standard experi 
diseases of the heart. 

it 40% 


ng 


your occupational disease 


the ypserved 
higher than among standar 
| hemorrhage 
nd for chronk 

Bill Cartwright is, except for ) 
al of a lot of 


Typical of many workers 


it was approximately 

nephritis a kidne 
I vy language for saving that the fatter 

American workmet I he sh ‘r life vou re likely to have 

\t present, according to averages struck by me | , 

examinations of 


ivall 
thousands ovees throug 


of emp 
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“FATTY” 


mtinued tror 





While voure thinking about 
that. and about the possible costs 
in absenteeism. lost production. 
and compensation claims brought 
about by excess weight, you might 
consider this: 

The Pullman Company makes 
annual physical examinations of 
its workers. In 1940 the number 
who were too fat ran 115° above 
the number who had been too fat 
back in 1924. During that inter- 
val. there was a depression when 
many didnt eat too well. More 
recent figures from the Pullman 
Company arent available. but the 
old ones seem to point to a trend 
toward more and more growth at 


the waistline level, 


° Causes of fat 
There is a better way to |. 


tion not long ago declared edi- 


register safety messages! | \:""» = 0 Mi 


1955) that blaming fat on too 


hearty eating was “oversimplifi- 


American Medical Associa- 


cation.” 

«co » , It is. Men who have stopped 
Safety messages that get read” the Na- pee ced 

: is ( C ‘ . smoking sometimes have found 
tional Safety Council confirms, “ do help their weight climbing 20 pounds 
reduce accidents.” Yet how difficult it is to 

get them read — particularly the familiar who have had some violent emo- 
simple cautions we are all so prone to tional experience—a divorce, a 
disregard. death in the family. a bankruptcy 


have taken to eating as a nerv- 


or more almost immediately. Men 


. AJAX® Cups — one-piece, ; 
Here’s one way to do it mane: btay to held ous outlet. and have watched their 


= : and drink from; in 4, 6 and 5 } } 
. weight shoot upward. Occasion- 
AJAX CUPS put your safety message 7 o2. sizes; packed imprinted tes pleat aii . 
» | . - , de > 1 1 4 : . with assorted stock safety mes- ally (very oct asionally ) a mans 
right in your worker's hand, several times sages at no extra cost or your glandular system may be upset 
oe ee . ee oe ~ ; own message to order. o” = ; i ; 
a day, at just the moments when he is re- suk Ele Gale Suceeaa su ae 

laxed, receptive, ready to read. AERO® Cups — for those who 

i . . prefer a flat-bottom cup; in 3, ore 
At the same time, these crisp, clean 4, 5 and 6 oz. sizes. Also with In about 95% of all overweight 
rf ; ; stock safety messages or your eee we Sanaa or 
AJAX Cups provide the most convenient, own message to order. cases, however, cutting down on 


: er the food intake also cuts down on 
comfortable drinking water service, boost io 


account, 











the weight. The trouble is. it’s a 
worker morale, and reduce the hazards — 
slow process: and most people 
of transmitted infections. GET THE FULL STORY aren't willing to stick by a steady 
Write us today for 


Any bubbler fountain is easily convert- this aew Sebder “regs diet. 


ed to provide this service. Ask your paper which gives full 
© ; details about : are some new ones called the 

merchant about it. safety-imprinted iy 
AJAX and AERO : “amphetamine drugs.” that usu- 
Cups and equip- 


ment. 


Drugs arent much help. There 


ally reduce the appetite: but they 


vis, have side effects that are pretty 


v 


oy 


¥ 


unpleasant for many people. and a 


tis! United States Envelope Company | °°" ve" er 


Sao? 


them. 
General Offices: Springfield 2, Massachusetts ‘There's a center in the middle 
15 DIVISIONS FROM COAST TO COAST of the Drain that's named the 
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“apestat.” The apestat acts very 
much like the thermostat of your 
furnace: it tells you when your 
hunger’s satisfied. But overweight 
people have apestats that don't 
work properly: these people liter 
ally don’t know when they've had 
enough food to satisfy them. Luck- 
ily, the apestat can be taught to 
function fairly well even if. it 
hasn't been doing a good job in 
the past. 


A.A. for heavy eaters 


All these facts. from the com- 
pensation and health angle to the 
numerous causes of overweight. 
have led a number of industrial 
plants to form what might be 
“Alcoholics Anony- 
mous group for the too-hearty 
eaters. 


termed an 


The ( ontinental ( an ( ompany. 
Inc.. Chicago. offers a good “for 
instance.” 

The Chicago plant employs 252 
people, and is a machine shop 
manufacturing can-making equip- 
ment. Jimmie Lou Wolf. R.N.. is 
in charge of the plant health serv- 
ice, subject to the general over- 
sight of top management and the 
plant physician. 

Continental began its weight- 
control program in April 1955. By 
the end of the vear. there were 
96 employees participating on a 
strictly voluntary — basis. Phat 
made 40° of the total plant work- 
ing force. 

At the start. Continental had to 
build interest in the plan. The 
whole idea was hashed over dur- 
ing a general safety committee 
meeting. A bulletin about weight 
control was given to every com- 
mittee member. 

Immediately after that. a copy 
of the same bulletin was sent to 
each staff member and to each 
foreman. Another copy was 
posted on every plant bulletin 
board. 


What is ideal weight? 


People began to ask the health 
service about the program. As 
each one reported to the nurse, he 
was weighed. his ideal weight was 


Contin ied on page >] 
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Keeps dirt OUT...Beauty IN 


COSTS LESS than you think, 


Saves maintenance dollars to boot 


Protect your floors with transparent LEGGE Terrazzo Seal. 


This penetrant eliminates porosity, prevents dirt from 
getting beneath the surface. Routine damp sweeping takes 
the place of heavy maintenance. Your floors need scrub- 
bing only rarely. 


You save considerable money in maintenance and, at 
the same time, see your floors come alive—their natural 
beauty restored. LEGGE Terrazzo Seal actually accentuates 
true floor coloring. Easy to apply, this low cost seal re- 
tains slip-resistance even under heavy traffic. 


Can be safely used on conductive terrazzo. Retains 
conductivity. 


sh Mt 
> 


SLEGWE: 
Send for details ie. 
on these LEGGE \LEGGE SYSTEM 

ot Satery Fleer 
Floor Seals, too: Mammernene 


[] Send full information on LEGGE Terrazzo 


Seal 
Wood Seal 


booklet. 
Gymnasium Finish 


NAME 


o vt ae * Peqgra te 
te ete 2&8 





| Send me your Free 


(Cutaway of terrazzo 
floor shows thousands of 
tiny pores. Dirt and for- 
eign matter in these 
pores not only makes 
surface cleaning difficult, 
but eventually causes 
disintegration.) 





Ceag *# toe 
ise Sre* . 


? 
> ¢ ae 





(LEGGE Terrazzo Seal 
closes pores, keeps dirt 
and grime on surface 
where it is easily re- 
moved. Floors are 
strengthened, mainte- 
nance is simplified.) 


Walter G. LEGGE Company, Inc. 

Dept. O-4. 101 Park Avenue, New York 17, N. Y. 
Branch offices in principal cities. 

) In Toronto— J. W. Turner Company 


Floor Maintenance 





Superior Finish 


. R 
Concrete Seal FIRM 


ADDRESS 
1 


Kolorco 
(for painted floors) 


ZONE_ 


__STATE 
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THE & EELLE 


SAFETY SEAL ASTRAGAL > 


Cross section at the meeting 
of the Peelle Freight Elevat 
Door showing the Peelle Safety 


1 ] 
Seal Astragal —a flexible tube of 


neoprene and asbestos. This elin 
inates the dangerous shear hazard 


of an overlapping steel astragal 


PREVENTS SHEARING ACCIDENTS 


ON FREIGHT ELEVATOR DOORS 


Here is the greatest satety advance in freight elevator doors 
since the introduction of the electric interlock. The Peelle 
Safety Seal Astragal completely eliminates the danger of 
I ) bol 
sheared fingers by an overlapping steel astragal which, until 


recently, was necessary on all bi-parting freight elevator 


doors bearing the Underwriters’ Laboratories label. Now 
both Underwriters’ Laboratories and Factory Mutual Lab- 
oratories have approved the use of the Peelle Safety Seal 
Astragal on Peelle Doors with 12 hour rating 


Peelle Freight Elevator Doors, equipped with Peelle 
Safety Seal Astragals, are now being used by Eastman 
Kodak Company, Aluminum Company of America, United 


States Rubber Company, American Cyanimid Company, 


Goodrich Tire & Rubber Company General Analine & 
Film Company, the Consolidated Edison Company and 
many others 


Peelle Safety Seal Astragals may be installed on Peelle 
Freight Elevator Doors now in use and can also be applied 
to any other Peelle Bi-Parting Horizontal or Vertical Slid- 
Ing Doors 


Write for detail 


MOTORIZED DOORS SPEED UP ELEVATOR SERVICE 
THE PEELLE COMPANY - 47 Stewart Avenue, Brooklyn 37, N. Y. 


Offices in Principal Cities 
PEELLE MOTORSTAIRS + INDUSTRIAL DOORS + FREIGHT ELEVATOR DOORS DUMBWAITER DOORS 
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“FATTY” ‘andipoint 


terested 
rT vetting 


first five 





determined. he was given ady 
on reducing ind handed 
publication ind a welg 
was started on him, 

“Ideal weight isnt easily es 
tablished. Its more than a figure 
on a chart. In the United States 


charts show that an average mat 


plan fol 
five feet. six inches tall shoul etter cut down o1 : : 


in ; lading workers to reduce 
weigh about 148: in Canada. the with ittine © Zs 


i" any y , 
: eflective at the Abinet 
charts show he should welgl : : ; c 


nents 


iround L6l. “t | or nsvivania. Memorial He spita 
ill “classes” have beer 
1 weight control 

20°o variation pi any gpa xgiY i with clues setae 


hospital for diet ad 


' ig ind = we ont checks. some 
par underwt rv week. } ' ‘ e 


' , bers of these groups have lost 
n who approve pol d to return to the plant — 

) , nuch as 80 pounds each. Hos 
tend to allow a 20 service to be weighed ; 


‘ otheials feel that a similar 


om the standard tables keeps an accurate ; : 
be worked by i 


begin Lac kin oo on extra ! \ well he Is doing 


= or rejecting ipplications irse give him still 


er They do SO simp! erature and encouragemet! USE THE READER SERVICE CARD 
n average doesnt meat The program has worked, 1 FOR VALUABLE REFERENCE DATA 








5 It's here—the “Refinery Suit’ — scientifically 
OIL A T designed and made especially for protection 


agairst all petroleum products. They can’t eat 


away or destroy this suit. It’s double-coated, in- 
THIS SuIT— side and out, with neoprene. Impervious —so oil 


products can’t seep through and irritate skin. 


Can be laundered or dry-cleaned. Available in 
= OR you! yellow or aluminum. Look into new “Refinery 
: bd Suits 


for your men now! 








STEEL-TOE WORK SHOE 
e black ‘‘Royal-Tuff’’ finish 
e steel shank, tempered 
rubber outsole NEOPRENE 

SHORT BOOT 
e maroon e cleated 
outsole e ‘‘Shock- 
proof’’ insole 











ROYAL 


FOOTWEAR 








NEOPRENE APRON 


situates | U, $. INDUSTRIAL RAYNSTERS' 
U.S. ROYAL RUBBER FOOTWEAR 


United States Rubber 
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7 ways to cut costs with 
Edmont job-fitted gloves 


REPLACE CANVAS AND GOATSKIN 
Modern plastic-impregnated material out- 
wears canvas 4 to 1, costs far less than 
goatskin, has excellent grip at all times, 
and allows full finger freedom. Material 


lets hands breathe comfortably. Washable. 


SUPER - FLEXIBLE COATED GLOVES 
New ease for faster work handling. Per- 
fect fitting pattern has wing thumb, pre- 
flexed curved fingers and seamless work- 
area. Made with easy-stretch jersey 
and non-slip finished vinyl palm 
coating or over-all liquid-proof coating. 


SAFEST GRIPPING WORK GLOVES 
Wet or dry, the rough textured natural 
rubber coating gives positive non-slip grip 
Highly cut resistant, outwears canvas up 
to 10 times. 

Grab-it No. 62W ... 11 styles 


MORE FLEXIBLE NEOPRENE COATED 

Edmont has increased the flexibility of 

Neox (reinforced neoprene) coated gloves, 

long preferred for all-purpose protection 

against cutting, abrasion, oil, grease, chem- 
Neox No. 922... 8 styles _—icals and heat. 


HEAVY DUTY NEOPRENE PRO- 
TECTION — 30% thicker red Neox 
coating with cured-in non-slip finish 
that grips wet or dry. Recommended 
for maximum protection and long 


wear under severe conditions. 
Redmont No. 938 .. . 6 styles 


REINFORCED PLASTIC GLOVES THAT 
GRIP IN GREASE — Edmont’s “Durox” 
coating retains its grip when wet. Outwears 
plastics by 50% or more. Note hand-fitting 
pattern, exclusively Edmont. 


Grappler No. 363 . . . 5 styles 


JOB-FITTED PLASTIC COATED 
GLOVES — Edmont’s seamless palm, wing 
thumb, curved pre-flexed fingers and per- 
fect fit, coated with special vinyl. Includes 
triple-thick palm styles which are world’s 
longest wearing work gloves. 

Monkey Grip No. 31... 13 styles 


FREE TEST OFFER: Tell us your operations, materials handled and tem- 
perature condition. We will recommend correctly job-fitted gloves and 
forward samples without cost for on-the-job testing. ~ 


Edmont Manufacturing Company, 1244 Walnut St., Coshocton, Ohio ‘ 7 
World's largest maker of coated industrial gloves Edmont 


Circle No. 33 on reader service card for more information 








industrial plant medical service. 
or by cooperation between the 
plant management and the local 
hospital, 

One final thought: 

Dr. Joseph R. Beardwood. ti, 
hairman of the employment com- 
mittee of the American Diabetes 





I'm all a-quiver .. .” 

In Sydney, Australis, Marjorie 
O'Brien asked for $19 a week in 
compensation because she had 
"suffered emotional strain, stress 
and worry while working as secre 
tary for her former employer.” 
The employer had been the Work 


rs’ Compensation Commission. 





Association and a leader in the 
\bington program, points to a 
fact of real importance to safety 
men: people who are overweight 
have 15‘ more accidents than 
those who are average. 

There's mighty good reason tor 
that. of course. Sometimes—no 
matter what you may hear about 
the overweights being light) on 
their feet—that extra poundage 
does get in the wav. does con- 
tribute to awkwardness. does get 
its owners caught in tight squeezes 
or does make them fall harder. 

Quite often, too. the extra 
weight means a longer recovery 
period following an accident 
and that, in turn, means more 
ompensation cost, more interrup- 
tion to production, more difficulty 
in “filling in” with a temporary 
employee or with someone = un- 
trained on the particular job in- 
volved. 

All told. it’s good for every body 

employer, employee. the general 
public—to do whatever can be 
done to keep workers at a healthy 
weight. @ @ 


Background data for this article 
ne from the Metropolitan Life 
Insurance Company, — the Jol 
Hancock Mutual Life Insuran 
Company, the United States Pub 
Health Service, the Pioneer 
Life Insurance Company, the In 
istrial Hygiene Foundation. the 
American Medical Association. 
Industrial Medical Associa 
tion, the Continental Can Con 
pany, the American Association 
Industrial Nurses, the Ameri 
Public Health Association, 


and the I/linois Nursing Bulletir 
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EMSS EE § §6RAMATIC “UPSIDE-DOWN HAND TEST” 


PROVES SBS-60 IS ALMOST 


IMPOSSIBLE 
TO WASTE! 


a 

i veamecs 
%. $BS-60 
ao 


catam BFODORANT SOAP 


be 3 aide 
Dispensed from “throw-away” container — no 


costly maintenance. One “C-60" dispenser re- 
places from 3 to 6 conventional soap dispensers. 


= 


x 


CREAM DEODORANT SOAP 
Saves up to 50% on soap costs 


The above photograph PROVES that no other soap can 
match the REAL ECONOMY of SBS-60 Cream De- 
odorant Soap. 


of skin cleanser heralded as the first major soap devel- 
opment in a quarter of a century. 


No matter how efficient your present skin cleansers... 


SBS-60 is a white, opaque, thick-bodied cream that is 
economically dispensed . . . and for all practical pur- 
poses, is impossible to waste! It is an entirely new type 


SBS-60 Cream Deodorant Soap can bring you savings 
up to 509%. There are the facts. Get complete, detailed 
“question and answer” literature and learn the whole 
exciting story. Mail the coupon now. 


j SUGAR BEET PRODUCTS CO. 
j 302 Waller St., Saginaw 61, Mich. 
1 GENTLEMEN 


Send detailed ‘question and answer’ 
SBS-60 Cream Deodorant Soap. 


Sugar Beet Products Co. 


Chemical By-Products Division 
302 Waller St., Saginaw, Mich. 


SBS research developed SBS-60 after years of 
study. This new type of soap is proclaimed the 
successor to liquid and bar soaps. 


Canadian Subsidiary 
Chemical By-Products, Ltd. l city 


| COMPANY 


| ADDRESS 


8 Ripley Ave., Toronto 3, Canada | prem ; ——_—_—7ZONE____STATE 
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For Comfort... 
Protection... 
Wearing Qualities 











AO Welders Gloves 
jare the BEST ON HAND! 


\ 





SCTX200 


Cowhide. Standard length Gunn style, 
Flat seam double stitched at base 
and palm. One piece back and wing 
thumb. Lined on back. 


Asbestos. Rein- 


__ << 929X503 
forced on palm “a 
1514 and thumb with 


Split leather, Montpelier pat- 
chrome-tanned split 


tern. All seams welted for 


cowhide. 14” long. extra protection. 


In our complete productio: es and mittens for spiration, give extra insulation. AO Asbestos gloves are 
leather (Drednaut recommended for operations where heat 


Your nearest AO Safety 
d, preference and size. supply 


welders, AO offers 2 quality 


is extreme. 
and 9X) and a quality ;. There is hand pro- 
tection to meet ever} 


AO Leather gl 


from selected chrome-tanned sl} 


Products Representative can 
you. 

. } 

ire maqae 


resist 


heat and cut generously and 


axial ap de Pucanes American Optical 
comfort. While tough to withstan vere : 
wear the leather stays soft and flexible. f } SAFETY PRODUCTS DIVISION 


Gauntlets are large enough to tuck in 
Linings help prevent chafing, absorb per- SOUTHBRIDGE, MASSACHUSETTS BRANCHES IN PRINCIPAL CITIES 
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*e . ds 
VOLUNTEER 
FIRE DEPT. 


i 


\ 


ONLY $700, some work, and a little originality were needed to build this fire truck out 
of an old wrecker—and to cut insurance costs for both a textile mill and its employees. 


Fire Truek Cuts Insuranee Costs 


IE SAXON plant of Reeves Brothers. Inc.. Spartan 

burg. South Carolina, textile manufacture. won 
1 40%, reduction in its fire insurance premiums by 
ipplying a little imagination. considerable work, and 
S700 to a discarded automobile wrecket 

Let L. R. Boiter. Saxon safety director. tell the sto 

“The actual material to convert the truck was ab 
=700. We did not keep any record of the labor 
was done in our shop by our mechanics. 

“This figure did not include the equipment, such 
ladders. hose. and fire extinguishers.” 

The Saxon shop crew built the entire fire truck body 
ind mounted it on the old wrecker. which had been 
purchased from a garage. This work included fabrica- 
tion of fenders. running boards. and the 350-eallon 
water tank. 

(An excellent variety of equipment was bought and 


installed: L.OOO feet of fire hose. for ex imple: special 


PROTECTION 
FOR INDUSTRY 
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warning signals: the ladders 
ilready mentioned. 
truck. six drivers from the Saxon 
inted—-two from each of the three 
n. the Saxon volunteer fire brigade of 


thoroughly trained in using the truck 


he truck bring about an immediate 
LO) n the plant's fire insurance rate. but it 
hel) 


ped redu hire nsurance rates on houses in. the 


nill village as a whole. 

The truck is ised to satisfy both community and 
plant fire protect needs. and the Saxon brigade 
(whieh has fire chief. an assistant chief. a captain 
ind two heutenants) goes to fires in the village sur- 
rounding the 

Originally. th illage houses were built and owned 
hy Reeves Brot . Inc. In recent years. however. mill 
mployvees have been invited to buy their own homes 


and consequently the reduction in residential fire insu 


ince premiums brought about by the Saxon truck has 
benefited directly a good many of the plant workers. 

Mounted on the Saxon buildings are three sirens 
which “let go” whenever a fire alarm comes in. whether 
the alarm stems from the plant or from the village. A 
special warning signal is used within the mill to 
summon members ol the fire brigade who may he 
it work. @ @ 














Keep hazardous locations safe 


win Am peo Safety Too/s 


A 


Any time one of your worke rs enters a hazardous 
location with an ordinary tool, he is literally playing 
with fire. That's why every job in your plant that 


must be performed in the vicinity of inflammable 


HOW TO CHOOSE 
pArETY TOOLS 


or explosive liquids, dusts or vapors, calls for 
Ampco Safety Tools. 


Ampco tools can’t emit dangerous hot sparks. 
For tools subject to impact and/or torque That's the reason Factory Mutual Laboratories and 
— specify Ampco Metal 


other safety authorities approve and recommend them 


for use everywhere a dangerous fire might start easily. 


For tools that have cutting edges or 
gripping teeth specify Ampco ‘ 

‘ Dy 1 complete — you select what you nee 1 
he GP OEE I MWY most com} ¢ you need from 


The Ampco Safety Tool line is the industry's 


more than 400 items. Order Ampco today 


For tools to be used in the vicinity 


of acetylene or similar gases—spec- ” Le: | AMPCO METAL , INC. 


‘ ‘ x 5 Dept. OH-4 * Milwaukee 46, Wisconsin 
ify Ampco Monel? Tools. = =i Y 





West Coast Plant * Burbank, California 
Sole producer of 


genuine Ampco Metal In Canada . . . it's Safety Supply Co., 
Toronto, Ontario 








eee *Reg. U.S. Pat. Off 
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WEST DISINFECTING COMPANY 
42-16 West Street, Long Island Cit N anches in ncipal cities) 


In Canada: 5621-23 Casgrain Ave 


WES P2517 


Tear out this coupon and m t with your letterhead) 
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LETTERS 
THERE’S 


DANGER 





IN Oregon Health Plan 
TIME”? \ Draws Government Attention 
EDITOR: 

1 was interested in the items on 
page 14 of the November 1955 
issue of OCCUPATIONAL HAZARDS 


Time elapsing between the accident 
and arrival of medical aid, is too often : 
a cause of permanent eye injury. Bridge ; » concerning the relationships be 
this time gap with a HAWS Emergency : ‘as \ tween the safety and medical de- 
Eye-Wash Fountain. Installed at conven- gute partments in industry. | wondet 
ient locations, these HAWS safety de- = = f if you could give me some de 
. . : z tailed information concerning the 
vices are instantaneously ready when 
such accidents occur , — agencies in Oregon which are tak 


The HAWS Eye-Wash Fountain washes 
injurious chemicals out of the eyes with 





ing action on. this problem and 
specifically how they are trving to 


we omplish their objectives 
clean water at controlled pressure and i CHartes D. Yarri 


volume. It is also available with Drench Chief. Program Services 
Shower Attachment...completing an Designed and manufactured Dept. of Health. Education & 
emergency station for your employees’ in cooperation with Welfare 
; . ; Cincinnati. Ohio 
protection. leading safety engineers ainaaea hi 
WIS Alon i¢ srapevine 
WRITE TODAY for brochure and full details rl long the Graj 
tem was picked up at the 1955 


ws DRINKING FAUCET CO. conference of the International As 


sociation of Industrial {ecident 
1439 FOURTH STREET (Since 1909) BERKELEY 10, CALIF. 


Boards A Commisstons, Vr. Yale 





was referred to the Oregon State 





Industrial fecident)} Commissior 


THE Goggles THAT HAVE Everything Re ey ee 


on overnment ts teaching safety 


EYEGARD IMPERIAL GOGGLES retinal ani ee 


Featherweight 
or yet tough and 
st sa durable More ventilation through 
Face shaped con- cup slots no fogging 
tour to fit com- of lenses 
fortably 


Aid for the 
Plant Nurse 





EDITOR: 

In the December issue of Occt 
Standard 50mm 
round lenses PATIONAL HAZARDS it was) men- 
tioned that the Johns Manville 
( Oompa has been ceiving its 
workers a booklet entitled. “Let's 
Play It Safe.” This idea of pre 


senting safety measures t ovain 
+500 WELDERS =501 CHIPPERS enting fe nie ( Of 


COVER GOGGLES COVER GOGGLES greater safety attention interested 
All-plostic rims id | i 
ond side shields . me greatly. Could you please te 
Here are the finest, most comfortable protective goggles 7 d you | 


\ : : ; me where to obtain this booklet? 
that money can buy — yet their prices mean real savings 


Since | am rather new in the 
t | j i | 7 : ‘ 
o you! Write for details today! industrial nurses’ field. it has only 


AMERICAN INDUSTRIAL SAFETY EQUIPMENT COMPANY | Pre recently that T have been 
3507 LAKESIDE AVENUE CLEVELAND 14, OHIO reading your magazine. I have 
Division of The Burdett Oxygen Company, Cleveland, Ohio enjoyed and found it a very help- 








Continued on page 61 
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rbs grease, « 


How to keep slippery surfaces safe 


“Use Wyandotte Zorball,” says Charles S. Smickle, safety and = oily. greasy, icy surfaces — plant 
loors "< ic ‘ Cs St¢ Ss "“< sS 

health manager, Black & Decker Company, Towson, Maryland i oh pen es , hie 4 weg ; 
Wa Loe arivewa ma Sil yp iv aha 
loading platforms. 


“ 2 TR ( floor absorb ' 
A a Aare ey se a ZORBALL saves vou money, too 
ents. we have found that Zort ; 


ecause its greater resistanes to 
answers. the problem OF stip breakdown means longer life and 
pery floors ideally.’ says Mr. 
Charles S. Smickle of Black & 
Decker Co., leading manufactur 
ot portable eleetric tools ZORBAI 


easier to remove from the floor 


lis cost. 


Get more details on Wvyandott 
ZORBALL. Call in a Wyandotte rep 
esentative today. Or, if vou prefer, 
write us direct: Wyandotte Chemi 

ls Corporation, Wyandotte, Mi 

: © Califor 


too, even after trucks have run ove! 
it for long periods of time.” 
ZORBALL Is) Wvandotte’ 
& all-purpose abso 
slippery surfaces) ski 


f its unequalled re F 
Wyandotte Chemicals Corporation 


<down and packing, eve Wyandotte, Michigan 


vere trafhic conditions. Please send more data on Wyandotte 
r ZORBALL 
Wyandotte ZorBALL is the safest 


floor absorbent vou can buy. Use 


it to prevent accidents caused by 


yandotte CHEMICALS 3. 8. ForD Division 
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What should 
na HAND ERS 


ANAAAAAAAAAAAAAAAAA / 


EFFICIENT CLEANING: 


Demand Go-Jo Hand Cleaner—the amazing cream 


AAAAAA 


type cleaner for fast removal of all industrial 


At 


“Ake ! € 
S pint ©? 
‘PORTANT! 


soil, embedded grease: grime, paint, ink, asphalt, 
mastic. Cleans up f° 5 times more efticiently—ye" 
safe and gentle enough for hands and face. Eco- 
nomical—reduces hand cleaning costs up to 50%. 


F 
‘cllow these Directions 


po Can be used with or without woter: 
BEST RESULTS! 


Dy ARAAAAAAAANA 


r 


Go 
<_< rub thoroughly 
ompletely liquet . 2 


"te FE = a4 
Sr rors ee DERMATITIS PROTECTION : 
soil, grease and grim® 2 e 
NS¢ ; 


er 
F 


> 
VV VY 


WIPE DRY 4 Cream type Go-Jo is scientifically formulated with 
specially selected ingredients for highly effective 


skin protection. Helps stop industrial dermatitis 





before it starts. Contains soothing emolients and 
skin conditioning lanolin thot safeguard against 


chapping, harshness and dryness: 


SAVES TIME-UPS MORALE 


A Go-Jo soap and dispenser ‘nstallation saves 


INVVVVNVN VVVVVVV VVVV 


One 
pull ; 
exact ian dispenses th 
Uses co 9 needed to clean b _ 
nvenient throw-awa ands. hours ..- because Go-Jo insures industrial health, 
y can that 


\ 
INN 


+ 


time, money, by reducing job layofts and lost man 


gives up ft 
P to 750 clean-ups. cleanliness and overall economy. 


g g 


® Leak proof 
© Waste proof NATIONAL ACCEPTANCE 


The safety and medical departments of lead- 
ing industries all over America have tested 
and approved Go-Jo. Maintenance men of 
numerous large plants rate it as the most 


efficient, heavy-duty hand cleaner available. 


VYVVVVVV VV VVVVV\ 


NIVVVVVVN YVV INVVVVVVYV VVVVV 
SEND FOR DETAILS ON THE 30-DAY TRIAL OFFER 


HAND CLEA 
Use WITH A E A * i . World’s Largest Manuf 
THOUT water Cream-Type Hand ror of 
eaners 


Circle No GOoOJ 
.410 
n reader service card # ER, Inc. Box 9 
or more information 91 + Akron 9 Ohi 
, io 








APRIL 195 
6e occ 
UPATIONA 
L HAZARD 
Ss 


For Every Safety Need 


Wheeler makes a complete line of safety 
clothing to meet almost any conceivable 
requirement. Our catalog lists 675 
standard items. We also can handle the 
design and production of custom items 
to meet specific needs. Contact us 
today for all your safety needs! 





WIRE MESH ARM PROTECTOR 
New ventilated arm guard for cooler 
wear. Made of steel or monel wirt 
screen with plastic binding, it is ideal 
for such work as handling glass, steel 
or wood sheets, and other 

large stock. Easy to put on 


and take off. Long last- | 


ing. Can be steril- 
ized in boiling 
water. S 


Angas se 9. 











HEAVY DUTY BUTCHER'S APRON 
Grain leather apron. Detachable 
snap-on patch in center is easily and 
quickly replaced. Fine grain leather 
belt with adjustable 

buckle. Ideal for 

meat boners 4 

and trimmers, ~~ 

or any job where | 

abdominal in 

jury is possible. 


ACCESSIBLE, FAST-ACTION 
FIRE BLANKET CASE 

Metal case, strong hinge door. Fast, 
easy opening. Slanted bottom... 
blanket rolls out —_ 

quickly. Inspec- 

tion window... 

wall brackets. . . 

fold down handle 

... attractive 

green finish. With 

or without blanket. 


SEND FOR YOUR FREE COPY 
OF THE 20 PAGE 
WHEELER CATALOG 


Full information and 
pictures on each 
and every Wheeler 
item. Every safety 
engineer will 

need this book ! 





228 West Huron Street 
Chicago 10, Illinois 


“More Safety Per Dollar” 











WHEELER PROTECTIVE APPAREL, INC. 


WHEELER 
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LETTERS 





ful source of information, and 

look forward to the next issue 
LUCILLE J. Howe, R.N. 

Plant Nurse 

Great Lakes Carbon Corp. 

St. Louis 11. Mo. 


Information furnished. Viss 
Howe is one of many plant nurses 
who have written us similarly d 


aii the last year. 


Job Placement 
Interests Safety Man 


EDITOR: 

If reprints are available of the 
irticle entitled, “Let Safety Con 
trol Job Placement.” in the No 
vember issue of OCCUPATIONAI 
HAZARDS. wed sure appreciate 
having about 50 copies to dis 
tribute to our branch plants. 

We are going to send these out 
to our plants as far as they will 
eo, and suggest they not only read 
that article but read the rest of 
the magazine. 

G. H. STEeE! 
Safety Director 
Production Personnel Dept 
Ralston Purina Co. 
St. Louis, Mo. 

The Vovember issue proved to 
be so popular with readers that we 
could supply Mr. Steel with only 


20 coples of the article he u anted 


Fine Words for 
A Safety Distributor 
EDITOR: 

The generosity of the Bailey 
Equipment Company in furnishing 
the magazine, OCCUPATIONAL Haz- 
ARDS, to this office is certainly ap- 


preciated, 


I get many valuable ideas for 











STOP 
ATHLETE'S 


OVER 70% | 


of the largest manufacturers 


USE ONOX’ 


SKIN - TOUGHENER 
in shower rooms! 


y BUILDS RESISTANCE 


Main cause of Athlete’s Foot ts 
Shoe-Softened Skin (U. S. P. H. S. 
Bul. R-674). Onox toughens soft 
skin and makes it resistant to fun 
gus attack 


y EASY TO MAINTAIN 


No splash no mess no waste. 
Nothing to get out of order. No 


testing of solution needed 


y ECONOMICAL 


One mat serves 50 bathers per shift 
One gallon Onox serves 50 daily 
bathers one month. Average cost 

1¢ per man per week. 


TRIAL OFFER 


Order what you need. Use it for 
60 days. Pay nothing unless fully 
satisfied. 


ONOX, INC. 


DEPT. N, 125 SECOND STREET 
SAN FRANCISCO 5, CALIFORNIA 


Warehouses: BROOKLYN, CLEVELAND, 
NEW ORLEANS, HAWTHORNE, CALIF. 
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Try ao BRETT-GUARD on your own circular saw the county safety program trom 
iN AMASING SARETY Drvicn apiene it and do consider it as a veritable 

ai aa a ; 5” safety man’s Bible, so to speak. 

eee 1 consider it to be one of our out 

standing safety public ations. 

FORREST S. AbAMs 
Safety Coordinator 
County of San Diego 


San Diego. Calif. 


I ft nt iW ard -fix 
DAY FREI rRial I 
nvinee yo St manut 


aws—Bla aI 
Write for Descriptive 
This letter originally went to 


NEW! Visual Saw Guard & Versatile Bam RCUE Vode | oe oF ie salons equipment di 


tributors who. under our fran 


' sé ' ” bs) WEST SHEFFIELD AVENUE chise circulation plan, pay for the 
Tool Saw Fixture “Combined sneukwoon, naw sauna heckarscannsi, unin sabia 


} 


fions our readers enjoy 











STUDENT INTEREST 


The en phasis which Dow Chem 


2300 Qenution ical Company places on safety 

eal pany place ilel 

VOLTS aa oma ye SMOKING was the outstanding feature noted 
AY — Se ts a eee 

by 825 high school students who 

visited Dow’s Midland. Michigan 

plant last year. Safety, coupled 


with pollution control. ranked 


ighest in a poll of the students 








METAL SIGNS 
@ Baked Paint Finish 
l{ @ Porcelain Enamel Finish 


WHO'S THE GOAT? 


D dabilit 24 hours a day... 3 shifts... READY MADE Accident Prevention Signs 
Wl 

pony are on the job; right where they’re needed most — alongside your 

are words that worker at the production line... in the chemical lab . . . on the scaffold 


have become . READY MADE Signs are the silent guardians that thwart accidents All operating superintendents and chief 
synonymous with 


READY MADE that eliminate injuries and costly work stoppages. engineers of Gulf States Utilities Com- 
in over 50 years Remember — an alert, informed workman © WRITE FOR pany recently were sent a copy of this 
of service to means a constant high rate of production. FREE CATALOG painting (done by a Gulf States em- 


containing thousands bss’ whieh, show Riclie -a ' 
INDUSTRY. ff SPECIAL SIGNS MADE TO ORDER of stock wordings. ies caus i a aie cee 


safety team that finishes last in a current 
TTA EL ROMLE | os 


awarded" custody of the goats for six 


115-117 WORTH STREET e NEW YORK 13, N.Y. months. 
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Where does 
Eye Safety a 
really begin? 


mr 
amen ean oe eRELEASE 
eer 


... With Safety Glasses that are CLEAN! 
y by installing Sight Saver Cleaning Stations at 


Safety glasses can't do their job and won't convenient locations throughout their plants. 
be worn unless you provide a handy way to These compact units require very little space, 
keep them clean. Sight Savers, the genuine are easy to install, economical to maintain. 
silicone treated tissues, are the easiest, most 
efficient way ever developed .. . the way 
already known and preferred by millions! 


Help the people in your plant keep their 
safety glasses safe. Add Sight Saver Clean- 
ing Stations to your safety program now. 
Thousands of Safety Directors have greatly The cost is so little . . . the job they do 
increased the effectiveness of their programs is so vital. 


New Sight Saver Cleaning Stations are FREE 

FREE: with your purchase of Sight Saver tissues 

- «+ « $0, NOW you can promote safety, save 

MAIL COUPON TODAY eee time and improve workmanship by putting 

for Distributor Sight Savers at everyone’s fingertips, with 
Listing no extra cost for dispensers! 


DOW CORNING CORPORATION, Midland, Mich., Dept. 8204 Sight Saver Cleaning Stations 
Please send me your listing of Safety Supply Houses handling paseo = te P 
SIGHT SAVER Cleaning Stations. Cat. No. 68 White) purchase o 
Cat. No. 69 (Safety Sight Saver 
Name Green) tissues 


0 0 W C ORNI NG Old style Sight Saver dispensers still 


Company » available at $2.50 each. 
SILICONES Addvaen Refill packets of Sight Saver tissues 


for all models: Cat. No. 65 $1.45 


; (packet of 800 tissues) 
City Zone State 25 
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Let this “Visiting Fireman” train your men 


to fight fire...it could save your business 


You have a potential fire-fighting team right in your 
plant. These would-be fire fighters could save your busi- 
ness if fire struck unexpectedly. All they need is training, 
the kind that will enable them to respond instantly 
and properly to any kind of fire emergency. 

Ansul can provide this training for a group of your 
men just as it has for hundreds of its customers. And 
there will be no charge. It is just one of the “‘essen- 
tial’ services that Ansul provides for its customers. 

Twenty years experience in the fire protection in- 
dustry has proved to Ansul many times over that all 
the fire equipment in the world will not save your 
business unless trained hands are available to man that 
equipment. So, it is important to Ansul that you get 











iis 





training along with the fire equipment you buy. Only 
then will you experience the security that goes with 
having a complete fire protection program. Only then 
will you get what you really pay for, what you really 
need —complete fire protection. 

You owe it to the life of your business to learn more 
about Ansul’s in-plant fire training serv- 
ice. Get in touch with your local ANSUL 
Man through the yellow pages of your 
phone directory, he will be happy to call 
on you and explain all of Ansul’s cus- 
tomer services in detail. Or write to THE 
ANSUL CHEMICAL COMPANY, Dept. 
OH-4, Marinette, Wisconsin. 
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OCCUPATIONAL HAZARDS MAGAZINE 


Copyright 1956. O ipational Hazards Maaazine 


“Pulmonary granulomatosis? Would you mind explain- 
ing that term again, Doc?” 


OCCUPATIONAL HAZARDS @ APRIL 1956 





; 
i 
j 
| 





Help Keep the Arthritic Working- 
with Steroids plus BUFFERIN 


Every case of arthritis is a special problem. With treat- 
ment adjusted to suit the need of the individual, many 
an employee with a mild or chronic form of the disease 
may be kept comfortably at work 

This is the regime for arthritic patients which Spies’ 
has advocated recently in the Journal of the American 
Medical Association: 


. Give salicylates in full dosage 


Combine salicylates with other antiarthritic 


agents for additive efject—thus 
doses of hormones possible 
And for the salicylate... 


Use BUFFERIN—It ts well tolerated by arthritics 


BRISTOL-MYERS CoO., 


making smaller 


a group espe tally USC eptible lo gastric upsets [rom 
straight aspirin 

If you wish, combine BUFFERIN 
your choice, in the dosage you prefer. In this way 


with the steroid of 


you personalize your therapy to your patient. 


Each BUFFERIN tablet provides 5 gr. of acetylsalicylic 


acid with the antacids aluminum glycinate and 


magnesium carbonate. 
BUFFERIN contains no so- 
dium, hence is suitable for 
those on salt-restricted 
diets. 


REFERENCES: 
1. J.A.M.A. 159: 645 (Oct 
». J.A.M.A. 158: 386 (J 


19 West 50 Street, New York 20, N. Y. 


Circle No. | on reader service card for more information 


APRIL 1956 © OCCUPATIONAL HAZARDS 








TO ORDER BABY PHOTO REPRINTS 


Orders for reprints must be received by the 10th of 


the month following publication. Shipment in 10 days. 


1-19 copies, 25« 
20-49 copies, 20c 


50-99 copies, 1L5« 


Over 100 copies, 12¢ each 
Prices are as follows: 


Circle No. 141 on reader service cord 


NCINERATORS AND DESTRUCTORS 


} 


Mors Bo el 1) 


PLEASE PRINT APRIL 1956—Do not use after 7-15-56 


i 
Name Position 


Circle No. 142 on reader service cerd 
Company 


Kind of Business 


Street FIVE BULLETINS 


City Zone State — 

PLEASE SEND ME ADDITIONAL INFORMATION AND LITERATURE ON ITEMS CIRCLED BELOW 
21 31 41 51 61 71 81 91 101 111 121 131 141 151 161 171 181 
22 32 42 52 62 72 82 92 102 112 4122 +4132 142 «#+1152 162 172 ~=«2182 
23 33 43 53 63 73 §$3 93 103 113 123. 133 143 153 163 4173 += «+183 
24 34 #44 #54 64 %74 84 94 104 114 124 134 144 154 164 174 184 
25 35 45 55 65 75 85 95 105 115) «125 135 «4145 155 165 175 185 
26 36 46 56 66 76 86 96 106 116 126 136 146 156 166 176 186 
27 37 47: «57. «67: «77:«87~—Ss«97)S—S«d07,—s«d4i07”'s=s«*d927-—=«d237)—«d147)«157 «167 «21:77'~—=—«*+187 
28 38 #48 58 68 #%78 88 98 108 118 ##%4128 +4438 #+41148 #$$58 «5968178 «(188 
29 39 #49 #59 69 #%79 «89 99 109 «119 129 139 149 159 169 179 189 
30 40 50 60 70 80 90 110 120 130 140 150 160 170 180 190 

Send More Information On: 


owan ou eawnn~ 


~ 


Circle No. 143 on reader service card 


TO Z 


lel 


EMERGENCY CHART 


Tor 





iboratory 














FIRST CLASS 

shal PERMIT No. 8066 
2 SEC. 34.9 P. L. & R 
© BOS UL NHRES S REPLY GEAR SE 


CLEVELAND, OHIO 
NO POSTAGE STAMP NECESSARY IF MAILED IN THE UNITED STATES 








= no ® curl or tray 
PTT reePPEOEOPCEPe Cece eee eee eee | 


3c POSTAGE WILL BE PAID BY: Reader Service Department Circle Ne 
\CUPATIONAI 
OC f NAL 


HAZARDS es 


rochure tells how the equipment 











144 on reader service card 















































» discover areas of 





812 HURON ROAD CLEVELAND 15 OHIO 





























Reader Service Card 


BOOKLETS — CATALOGS — PRODUCTS 


Use these Reader Service Cards to obtain information on 
any item in this issue: advertised products, Useful Litera- 
iure (page 67). New Products (page 68). Literature in 
This Month’s Ads (page 112). 


Simply circle on a card the key numbers of the items on 
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address. We shall forward your requests to the companies 
concerned, 
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steel toe safety oxford 


These unusual ventilated Lron Age safety oxfords 
will attract admiration and attention wherever 
shown or worn. The high grade uppers are 
formed on foreign dies into a unique pattern 
that looks like a weave, but has the char- 
acter of solid leather. There are hundreds 
of tiny perforations to draw in cooling 

air currents with every step. 
Typical Iron Age top quality fea- 
tures include long wearing “‘Leather- 
plus’ outsoles, leather toe linings, 
Pacifate vamp linings—plus cus- 

tom craftsmanship. 

The “dog days” are almost 
here. Order your stock now 
to satisfy employee needs 
and gratify their foot com- 


NO. 609 fort all summer long. 
A 8-13 D 6-13 
B 7-13 E 6-13 


C 6-13 ES G19 





Iron Age DIVISION 
H. CHILDS & CO., INC. © Pittsburgh 12, Pa. 
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Prevent 
Accidents 


caused by 
Salt Deficiency 
in Hot Weather 


Salt deficiency can cause heat fa- 


tigue — the tired, listless feeling that 
leads to accidents A CASE TAKEN FROM THE 


In extreme cases, 


it can result in heat exhaustion. FILES OF THE AMERICAN 


Prevent 


this Condition with ARBITRATION ASSOCIATION 


r 4 
a 

7 ® 

by / 77 Ouginal and Highest Quality The American Arbitration Association is a non profit member 


ship corporation, organized to advance knowledge and use 
IMPREGNATED SALT TABLETS of labor-management, commercial, and international trade 
arbitration. The award of the arbitrator in the case described 
below is not to be taken as an indication of how other 
Everyone can take them eeiiennial arbitrators might rule in apparently similar cases. 

they are impregnated for slow dis- 
solving; won’t cause nausea or “salt 
sickness.” 


Why Jake Chances? rHIRTEENTH OF A SERIES 


MAKE SURE YOU GET 
GENUINE IMPREGNATED TABLETS 
ee ay rep B., a laborer in the foundry The company answered _ that 


laboratory tests — é : . . 
~~ ng ot facili with of a plumbing fixture manu since Ted was able to prove to 
or buy fro 


proven experience, “know-how, facturing company, complained the satisfaction of the Compen- 
elaborate specialized gee of 
techniques for u . , 

part 5 echniq back. The company doctor was manent back injury, it wasnt safe 
vali : 
*Pep-Up” impregnated salt tab- unable to locate the cause. After to let him work. 
lets have been nanos = 

+ 8 years exclusively by 1 
Usssco under patent No. 2,478, to do no good, led was sent to a ° ' Pa 
a 08 ee aan hospital where other doctors ex- The Arbitrator's Decision 
granted for impregnating salt 
crystals. ““Pep-Up” tablets meet all | | | 
saa Be arbitrator decided: 


Ted then applied for workmen’s “In effect, the union is asking 


a pain and stiffness in his sation Board that he had a _ per- 


several types of treatment seemed 


amined him, again without diag Considering these facts, the 





len " 1 i 
diana compensation. At first he was re- the arbitrator to determine that 
a Extra fused, but later the board of his led B. is physic ally fit to perlorm 
Convenience T ( ; 
packed in rugged state, New Jersey, awarded a 4% the arduous job of laborer. 
dable dis. aa aale 
pence - coe disability allowance, amounting “For the arbitrator to so decide 
economical, conve- to S660 
nient. When empty, ; ‘ A 
or — away, and By this time, work slackened 
ang up new one. . * rr . 
1000 off in the shop and Ted was laid 
Tablet 
” Dispenser off 


would require him to rule that 
led B. did not suffer a permanent 
back injury. 
along with other laborers. 
_“Perma-San" When things picked up again, 
Stainless the company by-passed Ted and 
tee a 
utdoor recalle “r me SS Sen- , 
Oudoo recalled other men with less sen the aggrieved, and also the award 
iority. The personnel manager 
10 explained to the union that since 
Tab! ’ ait ‘ . 
“Vet Ted had a disability it wouldn't 
Pocket be safe to let him work at a 


Packet ‘ : ‘ 
strenuous laboring job in a foun- 


“If he should so rule, he would, 
in effect, overrule the testimony 


of a medical expert, of counsel, of 


of the New Jersey Compensation 
Board. 


“This he cannot do. To do sO 








would indict the physician as in- 
Fey competent, the aggrieved as a 


. . . fraud, and the board as dupes. 
In arbitration, the union show a d oo, nene } 


ed that Ted was able to hold a [he arbitrator does not believe 


laboring job with another com- that any of them were. 
EACH SALT CRYSTAL pany during the period of layoff Che arbitrator cannot take the 


ee Come and that he was still an active responsibility of ruling that a 


Manufactured Ss member of the National Guard. man with a permanent back in- 
packaged, and sold direct by 








The union claimed that this jury should be hired as a laborer, 
UNITED STATES SAFETY SERVICE C0 proved Ted was physically fit to a job which, from the agreed-upon 


1215 McGee St., Kansas City, Mo perform the duties of laborer on description, requires arduous 
Branches in Princ pal Industrial Cities 


In Canada: Parmelee, Ltd., Toronto & Montreal his old job. tasks.” @ @ 
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GUARD 
HANDS 

ON EVERY 
JOB...GET 
GRANET GLOVES 


Ciive your Workers thre protec 


tion they need in” handling 
chemicals, oils and abrasive ma 
terials. Give them GRANET 
gloves fully coated or palm 
coated with neoprene, rubber, 
or plastic for positive sate 
non-slip grip. Ask your dis 
tributor 
GRANET gloves are made for 
every job, in a complete range 
of styles. They outwear ordi- 
nary gloves yet cost no more 
Pest GRANET gloves in youn 
plant now, without cost or obli- 
gation. State type of use so that 
we can provide correct vlove, 

See us at Booth 102 


Greater N.Y. Safety Sh 
Hotel Statler 


THE GRANET CORP 


23 LORING DRIVE, FRAMINGHAM, MASS 
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SAFETY EQUIPMENT FOR ALL INDUSTRIES 


for... 


ys « CLOTHES ON Fire 


READY FOR 
INSTANT 
USE 


CHEMICAL BUR 


EYE WASHING FOUNTAIN 


Leading industrial doctors advise 
immediate washing with plenty 
of running water as the best 
first aid treatment for any 
chemical in the eyes. Fountain 
works automatically by resting 
forehead on the valve and pro- 
vides a constant stream of water 
to both eyes. 

Easily installed. 


~ EMERGENCY SHOWER 


Allows an individual to thoroughly 
drench himself with gallons of water 
by leaning against operating chain 
which attaches to floor. 


Write for Bulletin No. 86 for 
further data on both items 


Safety Equipment for all Industries 
INDUSTRIAL PRODUCTS COMPANY 


2826 N. Fourth St. Philadelphia 33, Pa. 





5a 
Niguid 
franster 


for MODERN [NDUSTRY oy 


Want to handle industrial liquids with 
greater safety? Then install Tokheim 
hand pumps—specially adaptable to 
maintenance and production work. 
They help prevent spilling, slopping, 
over-filling, dripping. Your plant is 
kept cleaner—work is speeded—waste 
halted—accidents prevented. 
Operating on both forward and 
backward strokes, these efficient pumps 
deliver 20 gallons per 100 strokes. 
Available with hose or spout outlets 
—also other interchangeable accesso- 
ries. No plant should be without a Proeaprses 
battery of Tokheims. for hand: 
Call your dealer, your Tokheim repre- : 
sentative; or write today for literature 


General Products Drv 


TOKHEIM CORPORATION 
OKHE!M RARER onmaar rrr c neamart neg toy 
HIGH-VACUUM rr 


Subsidiaries: Tokheim NV, Leiden, Holland—GenPro, Inc , Shelbyville, ind 
HAND PUMPS 


Factory Branch. 1309 Mowerd Street, Sen Francisco 3, California 
in Canada: Tokheim- Reeder of Canada, itd., 205 Yonge St., Toronto, Ont 
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TANK CAR is easily freed of fumes 
for workers’ safety. 


KEEP AIR 
FRESH 


in confined places 
with COPPUS 


° ’ , . | h i- 
Design se el entilator CHEMICAL STILL is here vent 


lated while being repaired. 
Improve workers’ safety — health— comfort —efficiency. Get 
rid of dangerous gases, fumes, stagnant air. Coppus Design “A” 
Ventilator ventilates tanks, tank cars, drums, vats, underground 
cable manholes, pipe galleries, airplane wing compartments, 
fuselages. Forcomplete information, write Coppus Engineering 
Corporation, 304 Park Ave., Worcester 2, Mass. Sales Offices in 
Thomas’ Register. 
“ : ” 
Other “Blue Ribbon ANOTHER 


Products in Chemical c 0 p p T 


Engineering Catalog, 
Refinery Catalog, Best’s 
BLUE RIBBON” pRopycy 


Safety Directory and 
Mining Catalogs. 
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Are Practical Nurses 
Practical in Industry? 


Put American Association of In 
dustrial Nurses, Inc., an organiza 
tion of registered professional 
nurses, claims that the licensed 
practical nurse is too well trained 
for auxiliary duties in industry 
and not sufficiently well trained to 
function alone. For this reason. 
the AAIN) recommends. that li- 
censed practical nurses not be 
employed in industry. 

The association refers to what 
it notes as a principle endorsed 
by six national nursing organiza- 
tions which states, “The practical 
nurse works only under the direct 
orders of a licensed physician or 
the supervision of a registered 
professional nurse.” 

The AAIN further points out 
that 90°C of American industry is 
composed of small plants where 
only one nurse is employed, gen- 
erally without adequate or any 
kind of medical supervision. 
m™@ Die casting machine and ; In the larger industries, the 

adjacent pot of molten alumi- 


num. Inset shows piece of split 
pipe and location of break. 


association recommends that 
auxiliary workers. rather than 
practical nurses. be trained for 
minor services under the super- 
vision of a professional nurse. ® ® 


nd USE THE READER SERVICE CARD 
when thi eC nvnraiir ine niret FOR VALUABLE REFERENCE DATA 
ti Ty C meiG WUISL 


This plant is grateful that they had the foresight to install Dust Control 
Houghto-Safe—Houghton’s fire-resistant hydraulic fluid. In Mass Grinding 

When this %’’ line gave way between the machine and 
melting pot, the fluid showered the machine, the molten 
aluminum, and the operator—BUT THAT'S ALL IT DID! 
There was no fire, no explosion, no injury. 

Don't take chances with flammable hydraulic fluids in 
hydraulic lines near high heat or open flame. Install 
Houghto-Safe ... the water base hydraulic fluid that won't 
burn. Houghto-Safe won't attack packings, is non-toxic and 


provides better-than-ever protection against pump wear. 


Decide to take steps to safeguard your plant and personnel 
now. Call your Houghton Man or write for complete infor- 
mation on Houghto-Safe to E. F. Houghton & Co., 303 West 
Lehigh Ave., Philadelphia 33, Pa. 


Mass production grinding makes a lot of 
dust, but it is efficiently controlled at 
American Foundry Company, _Indian- 
apolis, Indiana. Here definning and de- 
flashing work is performed on 170 auto- 


HOUGHTO-SAFE... product of... 
motive engine blocks per hour—meaning 
a lot of bothersome dust. To keep the 
dust from permeating the room air 
American Foundry uses a system of local 
Z exhaust ventilation. Each swing grinder 
Ready to give you is equipped with a hood which acts to 


on-the-job service corral the dust, allowing it to be carried 
to a collector for filtration. 
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Being a Good Samaritan 

Doesn't Always Pay 

W. S. CLoER wanted to be a “good guy” and lost his 
thumb as a result. 

Cloer, a cabinet maker. was working in the back 
vard of a dwelling which was being constructed by 
his employer. He did his cabinet work in the dwell- 
ings while they were under construction, accompanied 
hy another employee of the construction company. 

The day of Cloer’s accident was a wet and rainy 
ne. A lumber truck delivering lumber to the con 
struction site became mired in the yard, and Cloers 
fellow employee asked him (Cloer) to help move the 
stalled truck. While Cloer was placing rocks and 
bricks under the back wheels of the truck, the truck 
hacked up and caught his thumb. 

Cloer contended that his injury arose out of and 
occurred in the course of his employment. He claimed 
that an emergency existed and in such a situation he 
felt justified in going to the assistance of the third 
party. 

The Oklahoma court did not agree with the cabinet 
maker. It said that he was not authorized to aid the 
stalled truck driver, and that by doing so he left the 
position of an employee and adopted that of a volun- 
teer. The injury. said the court, did not arise out of 
Cloer’s employment. 

Claim disallowed. 

Cloer v. K. & H. Construction Company Supreme 
Court of Oklahoma, March 22, 1955. (281 P.2d 421) 


Burden of Proof 
Rests on Claimant 


FRANK MARTIN, a maintenance mechanic for the county 
in Bradenton, Florida, sought to connect his condition 
of bronchial asthma with his employment. 

His duties involved the maintenance and repair of 
trucks and road machinery owned by the county. As 
part of these duties, he operated an electric and an 
acetylene welder from time to time. 

During the last two weeks before he ceased his work, 
Martin’s duties comprised more welding than usual. 
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During this time he developed coughing spells and 
complained of a tickling sensation in his throat. The 
condition grew worse, and just before leaving the job 
he suffered chest congestion and difficulty in breathing 
His condition was diagnosed as bronchitis and asthma. 

Martin claimed that he had no respiratory difficulty 
in the past. He also said that the fumes of the welder 
bothered him after he started coughing. He pressed 
his claim for compensation for this condition. 

Three doctors testified, one of them the doctor who 
treated Martin. None of the three would say that the 
fumes brought about the condition, nor would they 
say with certainty just what it was that caused or ag- 
sravated Martin’s condition. 

The burden was on Martin, said the court, to estab- 
lish a causal connection between his injurv and his 
employmer t. This, he failed to do. 


( laim disallowed 


Was This a 
Normal Hazard? 


UNDER THE ALABAMA occupational disease law the 
contraction of occupational pneumonoconiosis is com- 
pensable only when it can be shown that the hazards 
of such a disease in the employment in which the 
worker was engaged were in excess of the ordinary 
hazards of usual employment. 

E. R. Danner was employed by the United States 
Steel Corporation in its ore mines in Jefferson County, 
Alabama. He worked as a craneman, operating an 
overhead or traveling crane in the tin mines. The 


crane was located in an enclosed structure. During 


the winter months this structure was closed up and 
without ventilation. 

Danner traveled up and down the length of the 
building every day and his trips came close to an 
annealing process. Sand dust is created and hoisted 


into the atmosphere during the annealing process. 


Continued on page 76 
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SEE US AT BOOTH 5 
26TH ANNUAL SAFETY CONVENTION AND EXPOSITION 
April 16 thru 2Oth 1956: Hotel Statler, New York 
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4 WHOF to blame ? 


+ 





Just a split-second crash and a valuable worker is side- 
lined for days to come. So needless! A safety steel 
toe would have entirely prevented this foot injury... 
saved suffering and kept the worker on his job. 
Who is to blame that this man’s feet were not 
protected with safety shoes? Was it lack of 
foresightedness on the part of management? 


Today you can select safety shoes for your 
workers ranging from the finest dress 
oxfords to heavy duty work boots. All of 
these styles are available with the new 
improved WINGUARD steel toes...the 
latest development in foot protection. 


Safety Box Toe Company 


812 STAT LE R | 
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INTRODUCING 


PACEMAKERS 


NAN BSE LIYA01 
Neoprene Coated Flannel 
Industrial Gloves 








15 Design Innovations Justify This Statement: 
“One test on YOUR job can save you 
thousands of glove dollars” 


Knit wrist, 12”, 1414” and 18” 
Gauntlet styles available in Light, 
Industrial and Heavy Duty weights 
from leading distributors. Test 
samples on request from... 


238 Tiffin Road, Willard, Ohio 
strial Hand Protection for over 35 Years 


Pioneers in Indu 
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RIGHT OFF THE DOCKET 





Danner came in contact with and breathed this dust. 
which is caused by the scaling-off from cooling iron. 

He was also exposed to a dry sulphuric acid dust. 
When tin has gone through a pickling process in tanks 
containing sulphuric acid, it has a fine acid dust on 
it. It was this sulphuric acid containing particles of 
metal to which Danner was exposed. Often this dust 
was so thick that when Danner looked into the sun 
he could see the dust floating around his crane. 

As a result of his job, Danner contracted occupa- 
tional pneumonoconiosis. He claimed compensation. 

The question before the court was whether Danner 
had been exposed to hazards of this disease which 
distinguished it from the usual run of occupations 
and was in excess of the hazards of diseases attending 
employment in general. 

Danner’s employer contended that the disease was 
not such that would entitle the claimant to compensa- 
tion under the Alabama act. But the court did not 
concur. It found that from the evidence the hazards 
from the dust were beyond the usual and ordinary 
employment and that as a result Danner had contracted 
occupational pneumonoconiosis. 

Claim allowed. 


r 
United States Steel Corporation 


Court of Alabama September 15, 


Doctor's Opinion Assumption" 
But Compensation Granted 


JAMES BRANDENBURG’S claim for compensation rested 
solely on his doctor’s testimony. And the doctor’s 
testimony had less value than is usually the case 
because his opinion was based partially upon assump- 
tion. 

Brandenburg was struck on the head. and the blow 
resulted in the breaking of a cyst. The blow rendered 
him unconscious. The result of the injury was a 
permanent damage to the brain surrounding the cyst, 
and a disability which brought about a change in 
Brandenburg’s mental condition and his ability to 
pursue work which required any degree of responsi- 
bility. He was often subject to fainting spells and 
lapses of memory following his injury. 

Brandenburg brought a claim for compensation. His 
employer defended the action, stating that Branden 
hurg’s mental condition did not result from the blow 
he received. 

The claimant’s doctor stated that the cyst which was 
broken as a result of the blow would not otherwise 
have been broken. And, although Brandenburg had a 
history of a previous congenital deformity, the doctor’s 
opinion was clear that there would have been no 
permanent damage of the nature which Brandenburg 
sustained had it not been for the blow. 

Continued on page 78 


APRIL 1956 @ OCCUPATIONAL HAZARDS 











Don’t let fatigue 
cripple production 


...use Schrader Pneumatic Controls 


INCREASE PRODUCTION, ELIMINATE 
FATIGUE . . .WITH GREATER SAFETY 


Schrader Air Controls give not only greater 
production with less fatigue ... but they provide 
greater safety all along the production line. 
There is a Schrader Pneumatic Control to 
cover most any machine operation .. . power 
presses, press brakes, and any machine using 
either a friction or mechanical clutch. Schrader 


Controls promote building a high-speed work 
rhythm that pays big production dividends with 
safety. A special arrangement of valves prevents 
operators from tying down either of the two 
hand controls to defeat the purpose. Both hands 
must operate the valves at the same time or the 
press will not function. 

Want more information on these and other 
new and improved Schrader Pneumatic Con- 
trols? Write today ... or fill out coupon below! 


LEADERS IN AIR CONTROL SINCE 1844 


The complete Schrader line of pneumatic 
accessories includes everything you need 


A. SCHRADER’S SON 
Division of Scovill Manufacturing Company, Incorporated 
470 Vanderbilt Ave., Brooklyn 33, N. Y., Dept. A-3 


| am interested in more information on 
Name 
Company 


Address 
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RIGHT OFF THE DOCKET He was given heat treatments two or three hours a 
day for several days following the injury and assumed 
lighter work. But even that work was too difficult. 
and he had to discontinue his employment entirely. 


ntinue d from page 76 





He was paid compensation for three months. Then 
the payments were stopped on the ground that Hand- 
ford had entirely recovered from the injuries which he 
sustained to his shoulder and his back. 


Although. held the court, the doctor’s opinion was 
partially based upon assumption, his closeness to the 
ase prior to the accident was sufficient to render it Handfoed biowtht an scion to renee Gie:dome 
of probative value. pensation payments. The Mississippi Compensation 

Claim allowed. 


Crown Products srandenburg ypellate Co 0 : age 
Indiana. Novembet _ 1955. (130 N ioe ny on by his physic lan, Che doctor found that Handford 


had suffered a ruptured disc as well as the other in- 
juries complained of, and also that he was suffering 
pain from a pinched nerve in his spine. 

Two other doctors, at the behest of Handford’s 
employer, also examined the claimant, but did not 
believe that Handford suffered a ruptured dise. 

Compensation Reinstated The court said that although there was some ques- 
In Back Injury Case tion regarding the ruptured dise, all three doctors 
concurred in the diagnosis of a pinched nerve and the 


Soard ordered a physical examination of the claimant 


Wen John Handford’s employer decided that John 


: necessity of surgery to locate the condition. Since there 
was no longer disabled as a result of an accident that 


was no doubt in the minds of these doctors that Hand- 
had occurred several months before, the company ford’s nerve condition resulted from the accident. the 
simply discontinued his compensation. 


; court determined that the compensation awarded 
Handford was employed by the International Paper 


should not have been discontinued. 
Company and was engaged to operate a jackhammer 


weighing about 160 pounds. The jackhammer had a 
pin at the bottom end for the crushing of concrete. 


Reinstatement of compensation awarded. 


International Paper Company Handtord Mississippi 


: Saar ORE. Supreme Court, April 4, 1955. (78 So.2d 895) 
Handford received his injury when the pin jerked. oe ia 


throwing him to his knees. Continued on 


next page 


a ae © ee 
NEW HOOD PROTECTIVE BUTYL GLOVES 





SS valuable hands 


from the most destructive acids: 


The only glove of its kind! It’s 

non-porous, made of an exclusive butyl 

rubber compound that can’t absorb. It resists 

the most destructive agents: sulphuric, nitric and 

phosphoric acids, oxygen, ozone, oils, salts and many others. 

Hood tested the new glove under actual working conditions in 

the plant of one of the largest chemical manufacturers in the world. 


Write today for free Hood Glove Guide 
shows you how to choose the RIGHT glove for EACH job. 


HOOD RUBBER CO., Watertown, Mass. 


a division of the B. F. Goodrich Company 


RUBBER NEOPRENE - PLASTIC COATED INDU 
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No Corpus Delicti 
But Benefits Awarded 


Nospopy saw George Washineton 
die. 

Washington was employed by 
the Republic Steel Corporation in 
its blast furnaces in Youngstown. 
Ohio. There was no evidence that 
anvone saw George Washinetor 
leave the plant on the day he was 
last seen. The last time he was 
seen, he was sitting next to a skip 
bucket which was to carry lime 
stone to the top of the furnace and 
dump it in. The best guess was 
that he accidentally fell into the 
bucket. which automatically tray 
elled to the top of the furnace 
and that he was dumped in ind 
his body completely destroyed 

His emplovet defended — the 
claim of Washingetons wife for 
death benefits by stating that 
there was no evidence that Wash 
ington had met his death in that 
or any other manner. and that he 
could have left the plant other 
than through the main gate and 
not be seen 

There was evidence of toxic 
as in the plant this day. and the 
court presumed that Washington 
met his death after being over- 
come with the gas. which caused 
him to fall in the bucket and start 
his horrifying journey to death. 

These conclusions. ruled the 
court, were suflicient to sustain a 
finding that Washington’s death 
came about as the result of acci 
dental injury which beean by his 
being gassed. 


Claim allowed 


Double Benefits 
"Out" in New Jersey 


WORKMAN’S COMPENSATION laws 
are often different with respect to 
municipal employees from what 
they are with respect to those em- 


] 


mtinued on page 8] 
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HAVE ONE HANDY FOR 
THAT EMERGENCY! 





FLEXIBLE 
<< 2CVCS stRETCHERS 


Reeves stretchers are the best in any emergency 
Industrial plants, hospitals, first aid and rescue squads, 
police and fire departments throughout the country 
use these stretchers to handle their injured with care, 
preventing more serious injury. Make sure you have a 


Reeves stretcher ready 


<j STRETCHER CANISTER to protect your Reeves 


stretcher from dirt, dust and dampness 


A. SMITH & SON, INC. 


Established Eighteen Hundred Sixty Seven 
1237-39 Ridge Ave. Philadelphia 23, Pa. 


“IF IT’S MADE OF CANVAS, WE MAKE IT” 








test yourself on this 
auto seat belt quiz! 


What is the av- 2. The so called 
erage “G loading” | Nylon-Rayon web 
a belt must with- bing is ?°, Nylon 
stand in just a 30 and ?% Rayon? 
mile per hour 
crash, with 18” 
stopping dis 
tance? 





In selecting a 4. Is it safe to at 
buckle for your tach an auto safe 
safety belt, what ty belt to the floor 
are some of the of a car, rather 
features to look than the frame? 
for? 





Is fatigue 6. Should manu 
brought about by facturers claims 
wearing a safety be accepted, or 
belt? should proof be 
furnished by an 
independent labo- 
ratory? 





Answers 


For more comprehensive in 
formation on these, and 
other important questions 
on auto belts, write for 
complete pamphlet to: 


; _ gee 4 
ROSE MFG, CO. fee 


2700 W. Barberry a) DENVER 


Denver 4, Colo 
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Here's a 


“HATFUL OF SAFETY" 
men like to wear...with 
incomparable comfort... 


GoperGard 


SAFETY HATS and CAPS 


@ Made with FIBERGLAS and 
toughest thermosetting Polyester 
resin 


NO METAL PARTS 
Lightest weight for easy wearing 


Comfortable, form-fitting 
suspension 


Cool, ventilated suspension 
Sweatband quickly replaceable 
Mildew and fungus-proof 
Waterproof 

High dielectric resistance 


@ ONE SIZE FITS ALL HEAD SIZES 


@ Easily sterilized 
S-section beaded edge... never any 
distortion 
No lacing. Low cost, quick 
replacement of sweatband only. 
Never need to replace entire 
suspension 
Fully tested and approved exceeds 
all government test specifications 
for impact, penetration, electrical 


resistance, flammability and water 
absorption) 





SuperGard 
GIVES FULL PROTECTION 

Shells for SuperGard Hats and Caps 
are made of Fiberglas-reinforced, 
superior polyester resin. They are 
strong, light in weight, and are im- 
pervious to moisture. They meet Fed- 
eral specification tests for impact, 
penetration, electrical resistance, 
flammability and water absorption 

and are fully resilient for life of the 
SuperGard. Tough, handsome, dur- 
able and—most important—extremely 
comfortable, SuperGards are the kind 
of safety equipment men enjoy wear- 
ing, Check ALL their features for 


good reasons 


REAL WEARING COMFORT. 
Suspension is form-fitting resilient 
material that shapes to wearer’s head 
...quickly and ideally comfortable 


Easily adjusts for depth...for “air 
conditioned” separation from shell. 
Easily removed and replaced. No 
metal parts! 


7 COLORS: White, Gray, Red, Yellow, Green, Blue, 
Brown. Other colors available on special order. Colors are 
molded-in... permanent... abrasion-proof! 


QUIPMENT 


WELDING HELMETS * SPEEDY ATTACHMENT * INSULATED EUREKA HOLDER * FACE SHIELDS * WELD CLEANING HAMMERS °* FRESHAIR SYSTEMS 
i A h 99). Memorial Auditorium. Buffa Ma 
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WASHING 
FOUNTAIN 


Leading industrial doctors advise immedi- 
ate washing with plenty of running water as 
the best first aid treatment for any chemical 
in the eyes. Records prove that washing with 
water for ten minutes or more, closé to the 
accident, is necessary to reduce or eliminate 
eye damage. 

Forehead operation leaves hands free to 
open eyelids so water can be directed wher- 
ever chemicals might be lodged. Sanitary white 
baked enamel bow! is resistant to most fumes. 

Over 500 industrial plant installations have 
been made to date. 

Write For Details. 


VALVE NEW 
Chain Operated Wl Tl aa Se a 
SHOWER 


Self-Closing 


The B & A Shower is the 
quickest and most satisfac- 
tory way to saturate a work- 
er with gallons of water the 

{instant an accident occurs, to prevent a dis 
figuring burn—even a fatality 
Special shower head, no holes to clog—can 
be used where unfiltered water prevails. 
Write For Details. 


GLASS 
AND cH 
'N Eve 


OISFIGURING 
FACIAL CUTS 
AND BuRNS/ 4 


cuTs AN 


ie] 
BURNS ‘ 
) 6 
yaeren® 
Tat? Her o7e0 LOW COST 
yrPRoportihly Bé&A 
GUA pum SAF-T-BAGS 


are widely used for the safe 
handling of glass bottles con- 
taining harmful chemicals; also 
the storage and recovery of 
expensive serums, biologicals, 
and other costly products. 

Painful cuts, disfiguring 
burns, loss of eyesight, or even 
a fatality, do result from corro- 
sive liquid splash and flying 
glass when unprotected bottles 
shatter. 


5 GALLON Write For Details. 


BENSON & ASSOCIATES. INC. 


Dept, OH, P.O. BOX 7542, CHICAGO 80, ILL 
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ployees working in private entet 
prise. Dennis Perher. an employee 
of the Board of Public Works of 
South River. New Jersey. found 
this out when he pressed his claim 


for compensation. 


Perher worked for the muni 
pality as an operator at the sew- 
age disposal plant. Due to an acci- 
dent while on the job. he lost his 
leg. Unable to work any longer 
Perher applied for and was given 
a disability pension by the city 
and retired from his work. He 
then sought compensation for the 


same injury. 


The New Jersey compensation 
act provides that no former em- 
ployee who has been retired on a 
pension by reason of injury ot 
disability shall be entitled to 
compensation for such injury o1 
disability. 


Perher contended that he was 
not a pensioner or former em 
ployee, but rather merely an in- 
active employee receiving an acci- 
dent disability allowance and sub- 
ject to recall to duty under cer- 
tain circumstances. He based his 
claim on a ruling of the pension 
board which provides that if a 
municipal employee is found able 
to return to work as a result of a 
physical examination, which he is 
required to take yearly. he can 
apply to the head of the depart- 
ment in which he was employed 


for restoration to active service. 


The New Jersey court did not 
agree. It said that it was clearly 
the intention of the legislature not 
to permit recovery of both a dis- 
ability pension and 
compensation by a 


workman’s 
living em- 
ployee of a single municipal em- 
ployer. Besides, ruled the court. 
the provision for a yearly medical 
examination and restoration to 
active service relates only to pen- 
sioners under 60 years of age. 
Perher was over 60 at the time 
of his disability. 
Claim disallowed. 


Perher vs. Board of Public 
Works of South River Superior 
Court of New Jersey, appellate 
division, Oct. 21, 1955 (117 


A2d 615) 
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VOLTAGE 
GLOVES » 
SLEEVES 


ORR A TARA 
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CHARCO 
FLEX 
GLOVES 
AND 


. 


SLEEVES 


All FLEX-SAF | 
gloves and FLEX-FIT 


nemen sleeve 


CHARCO LINEMEN 
FLEX-FIT SLEEVES ARE 


SEAMLESS 


All FLEX-SAF linemen gloves and 
FLEX-FIT linemen sleeves are made 
with meticulous care by the dip- 
ping process from highest quality 
pure rubber. 


Tt). 
RUBBER COMPANY 


22 STARK INDUSTRIAL PARK 
CHARLESTON, SOUTH CAROLINA 
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Increase in Benefits 
Sought in Arkansas 


AN ATTEMPT is now being made in Arkansas to get in 
creased workmen's compensation benefits by going 
directly to the voters in next November's election. 

If the initiative proponents obtain sufficient signa 
tures. the voters will decide whether the maximum 
benefits should be raised from $8,000 to $12,000, and 
whether the maximum period for payments should be 


increased from 25 to 35 weeks. 


Kentucky Legislature 
Considering Changes 


A nuwper of bills are under consideration by the 
Kentucky legislature to inérease the benefits under 
the state's compensation laws. Kentucky was one of 
the three states whose lecislature did not meet last 
year. 

One measure. backed by some labor and industry 
representatives, would increase from $8,500 to $12,000 
the maximum benefits for death caused by either on- 
the-job injury or occupational disease, and from 
$11.500 to $13.500 the maximum benefits for total 
disability. 

[It is also proposed that the maximum weekly bene- 
fits for total disability go from $27 to $32. and maxi- 


mum benefits for partial disability from $24 to $27. 


Michigan Legislature 
Considers Proposals 


THE MICHIGAN legislature, now in session, is consider- 
ing the proposals of the Governor to broaden the work- 
mens compensation laws. Among these suggestions 
are: 

1. Weekly payments to be made equal to two-thirds 
of the worker's average wage. 

2. The words “accidental” and “course of employ- 
ment” to be eliminated from the law on the basis that. 
if the injury arises out of employment, it should be 
compensable no matter where or when it occurred. 

3. The injured employee to have his own choice of 
physician from a panel of competent and impartial 
physicians. 

1. Payments for loss of hearing and disfigurement 
to be granted. 

5. In death cases, payment to be made for the dura- 
tion of widowhood and dependency, with a lump sum 
payment to the widow upon her remarriage. 
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Comes in JARS. . 


Bala, ? a ae 


Comes in TUBES .. 


Provides an invisible film barrier or coating over 
the skin to protect from irritation and defatting 
of the skin from frequent contact with solvents, 
such as hydrocarbons, carbon tetrachloride, 
kerosene and degreasing agents. It also supplies 
an effective barrier protection for the skin 
against dust-borne irritants, grime and grease 
...send for complete information concerning 
SKIN-COTE +1 and other related products 


that solve the problem of Industrial Dermatitis— 


if you have a Skin Problem, consult us. 


The BOYER-CAMPBELL Company 


Safety Déutscon 
6548 St. Antoine DETROIT 2, Mich. 
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Loaded Stream 


INSTANT 
with KARBALOY | 


HAS FIRE-KILLING POWER 
OF 3 EXTINGUISHERS* 


*Compared with conventional 
extinguishers of like size, designed 
to fight fires in wood, rubber and 
other general combustibles. 


and fireproofs as it extinguishes! Karbaloy, Fyr-Fyter's 
exclusive chemical liquid developed by engineers now prominent 
in atomic research, kills fire in one-third the time required by ordinary 
chemicals! It's also non-freeze, and non-toxic . . . and the only ex- 
tinguishing agent of its type (Class A) that STOPS FLASHBACK in 
wood and dreaded rubber tire fires! Instants are effective, too, on 
incipient fires in gas and oil! 

That's why Loaded Stream Instants are widely used in underground 
mines, warehouses, lumber yards, piers, docks, ships and grain ele- 
vators . . . and they're standard equipment on the patrol cars of 
this country's major thruways and turnpikes. There's no service problem 
with an Instant . . . because recharging (refilling) is required ONLY 
after use! They're approved by Underwriters’ Laboratories, and avail- 
able in 1, 134 and 2%-gallon extinguisher sizes, as well as 20, 
40 and 80-gallon ‘engine’ capacities! 

No other extinguisher provides the combination of advantages 
found in Fry-Fyter Instant extinguishers! 


WRITE FOR DETAILS TODAY! 


TEAR OUT THIS COUPON AND 
: e i/jsg (@) MAIL WITH YOUR LETTERHEAD 
¢ ® 
(fs (FIGHTER) 


é. Send full details on Fry-Fyter Instant 


221 CRANE STREET, DAYTON 1, OHIO Extinguisher. 


REPRESENTATIVES IN PRINCIPAL CITIES ® fey a Fry-Fyter Representative. Let's 
OUR 40th YEAR OF MANUFACTURING... THE MOST COMPLETE LINE IN INDUSTRY ee ee ee 


BRANCH OFFICES: NEW YORK, BOSTON, PHILADELPHIA, CHICAGO, ATLANTA, DALLAS, SAN FRANCISCO, PORTLAND. SEATTLE 
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GAIN 2— 
ONE FULL DAY 


EACH WEEK! 


with the MAICO ma-2 portable 
NEW AUDIOMETER 


“never-before” features 


Cut Testing Time 20% 


Oo Latere! Controls—Wrists of operator stay in 
a restful position while holding control knobs 
that are especially designed to permit continu- 
ous operation without finger injury ... reduce 
fatigue .. . cut time factor by 3°‘ 


Dual Tone Interruptors—An important exclu- 
sive feature that permits operation by either 
hand—freeing one hand for recording of test 
data .. . increases efficiency and cuts testing time 
by 6°, 
©) “Vista-Vision” Centralized Dials—Illuminated 
vital data dials (Hearing Loss in Decibels and 
Frequency) are located in the center of the con- 
trol panel . . . eliminating visual fatigue 
speed accurate testing time by 2‘ 


Smallest Complete Audiometer Ever Made— 
The entire unit— including sturdy, shock-absorb- 
ing case—weighs only 15 pounds... is easy to 
carry and has a generous accessory stor: age com- 
partment. Set-up time is cut by 3‘ 
Self-Indexing Hearing Loss Control, continu- 
ous rotation of Frequency Dial and Automatic 
Interruption between frequencies save you an- 
other 6°) in testing time. Add them up—gain 
that extra day. Use the coupon for more infor- 
mation and early demonstration. 


THE MAICO CO., Dept. 66Y 
21 North Third Street, Minneapolis 1, Minnesota 


Please send me free booklet Ears and Industry’ and have your repre- 
sentative contact me for demonstration of the new MAICO MA-2 
Audiometer. 


Name 





Company 





Address, 





AO ee ee me 
| 
ee 


City State 
we eee eS eee eee ee eee 
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SEND FOR 
THIS NEW MSGILL catatoc 


Complete 
information 
on the 
com pl ete 


line 
of 
MSGILL 


product Ss 


Organized for ready reference, this 


beautifully illustrated 48-page catalog contains 
detailed information on Levolier® switches, McGill 
industrial lampholders, McGill lamp guards and 


parts and accessories. Ask for Catalog No. 84. 


MSGILL 


ELECTRICAL 
SPECIALTIES 


McGILL MANUFACTURING CO., INC. 


are always a little better 
and ALL are Underwriters? 
Laboratories inspected 








SOLVE YOUR PLANT 
SMOKING PROBLEMS 


with HPLI dunking stations 


CIGARETTES, 
CIGARS, MATCHES 
IMMEDIATELY EXTINGUISHED 


Like 60% of the leading U.S. industries, 
you, too, will find that safe and economical 
SIPCO Dunking Stations prevent fires — pro- 
mote good housekeeping on the job. No smol- 
dering — no fire hazards! Built specifically for 
hard industrial use, and abuse, and will last 
a lifetime. 


UNIT No. 1— Heavy cast alu- 
minum canister, attractive 
metal sign, upright heavy 
es weighted base. 42” high, wt. 
puy '§M HERE 25 Ibs. 


UNIT No. 2—Same as above 
except without upright and 
base. For mounting on walls, 
columns and posts, wt. 5 Ibs. 


UNIT No. 3—Canister alone 


oMOKEp. 


> HOUSERLEPING 


WRITE FOR 
ILLUSTRATED 
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LITERATURE 


~~ | 199K To WILLSO 


for another new development in head protection! 





ning the human subject, automatically 
draws a “picture” of isotope distribu 
tion. Examples of its work are shown 
in the folder 


Circle No. 145 on reader service card 


PROTECTION for severely abused in 
dustrial floors is illustrated in a newly 
published 20-page catalog on Gridsteel 
from Irving Subway Grating Co., Ine. 
Che item described is a low-cost mesh 
floor armor made of steel bars. Formed 
in a mesh pattern, it is placed over old 
floor surface or incorporated with new 
flooring. After installation, Gridsteel is 
generally filled with concrete or mastic 
Ihe booklet shows how the steel mesh 
relieves the floor surface of heavy wear, 


thus preventing ruts and breaks 


Circle No. 146 on reader service card 


“MEASUREMENT OF VIBRATION," a 





64-page booklet by General Radio Co., 


is now available. It includes informa NOW—SUPER-TOUGH Strongest Made! 


tion on the meaning of vibration terms, See how it's built up from 24 indi- 
) 


description of vibration-measuring vidual die cut pieces into a sturdy 


juipment procedures, typical — ex CH e N O i C Phenolic pattern that withstands re- 
; ‘ L ted 80-foot- d drop ball test 
amples, and inter pretation of re sults. woo bebe wade ile lle 


without even fracturing! 
The booklet notes that there are both 


unwanted and desirable vibrations, and SAFETY HATS AND CAPS 


suggests ways of distinguishing between 











the two. 


Circle No. 147 on reader service card 
FROM THE WILLSON RESEARCH 

CENTER now comes the *‘Phenolic”’ line 
estes sae aude seal of scientifically designed safety headgear LACE-IN SUSPENSION 
ment, are pictured and described in a that meets all specifications with ease! Both hats and caps are available with 


: convenient lace-in suspension feature. 
booklet from Associated Bag & Apron 


. - eo ~ , Easily adjusted for snug comfort to 
Co. It shows the various garments ead In this Super-Tough line are safety de- peg Fea 
products, produced from textiles, plas- velopments so outstanding that you'll find 
tics, and neoprene materials. Made-to 


it offers unequalled value. For instance, 
measure plastic and canvas jobs are 


aie <reaeae the famed “geodetic suspension” and the 
unique pneumatic headband are obtain- 
able in both adjustable /ace-in and snap-in 


Circle No. 148 on reader service card 


types of hats and caps. 
FIRE DETECTION and protection are 
the subjects of a new 12-page booklet Ask your Willson distributor to demon- SNAP-IN SUSPENSION 


uublished by Walter Kidde & Co., Ine. Handy Center-Ti -in ¢ . 
Se ee ee es eee ee strate the heavy duty Phenolic line that eee ee 
Complete descriptions of various types ; ‘ ’ pension is also obtainable in Super- 
of extinguishers, smoke and fire detec combines comfort and maximum head Tough hats and caps. Willson's exclu- 

systems, é ( de sys . ‘ - ee : t ee . “a 
tion systems, and carbon dioxide sy protection. Or write for latest Super- sive patented '‘Geodetic Suspension 


tems are included. The publication also By ae . ; and Pneumatic Headband can be had 
contains a chart labeled, “The ABC of Tough” bulletin describing them in detail. in any style! 


Fires and Fire Protection.” The ch: 

t 1 ¢ otection The chart A= Over 300 safety products 
lists the various classes of fires, and q) id) carry this world-famous 
graphically tells how to use the right — (| J trademark 


extinguisher in any emergency. Addi- 
tional charts are also available from the | LL $ 0 M PRODUCTS DIVISION 
manufacturer. RAY-0-VAC COMPANY 
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, ‘ 
on true ( ve installed in 20 minutes 


NEW PRODUCTS LP-gas equipment for installation 
a: - Wilshire Power sweepers. This equip 1 quick-release buckl 
: : ment is now available for the complete such as the e used in military ait 


can be djusted for 
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into volt f esters manutactured 


CURRENT-LIMITING RESISTORS, bu 


Circle No. 166 on reader service card ; av 
, deal dustries, Inc.. provide employee 
7 idental shorts or break 
FLUORESCENT LIGHT guards de : 
I n electrical equipment. It 
installation will cl 1 
med that even with infinite-buss 


rdware are lded wW 
ource he are lrawn from a short at 


E. H. Titchene 


of Wilshire sweepers. Engineers of imperes would not endanger 


firm were able to standardize on er personnel or equipment 
size, enabling the production of 
lee ase WMuctrated. 4s Circle No. 170 on reader service card 


Circle No. 168 on reader service card : 
TRY THE UPSIDE-DOWN hand test or 
the new creal soap developed by Sugar 


iree retaining hinges which cl Beet Products Phis test will prove 


AUTO SAFETY BELTS, designed specifi 


for the needs of modern automo 


rmly over flanged edge of 


On opposite side two 
trafhe safety. are being supplied on 


ey-back offer by Auto Safety Belt 

; Constructed of three-inch, heavy 
Circle No. 167 on reader service card . ' 

tv the belts afford maximum 


nvlor 
l tion without restricting normal 
COST SAVINGS were a prime cor lriving comfort The belt, whicl 


eratio the recent Irame of the car of! 





STA S/AFE CRYSTAL DISPENSERS 


SO INEXPENSIVE YOU DISCARD THE EMPTIES 


, 


Low cost Crystal salt dispensers have tablets* sealed-in at the factory 


filling. When dispensers are empty, just 


No filling, no servicing, no re 


discard them then slide new C 





place in seconds 
You can replace many Crystals in the time it takes one man to service, 


inspect and re-fill one ordinary dispenser. Add this labor and material 





savings to the Crystal low price and you have the reason why transparent 


Crystal salt dispensers keep salt costs in line. 





Write in for your copy of the 1956 STASAFE SALT = 
BROCHURE and more information on money saving Crystals. 








*Your choice of Enteric Coated or Impregnated tablets at the same price 


STANDARD SAFETY EQUIPMENT COMPANY 
232 WEST ONTARIO STREET CHICAGO 10, ILLINOIS 


NEWARK 4, N. J. CLEVELAND 10, OHIO LOS ANGELES 66, CAL. 
597 BROADWAY 855 EAST I52nd ST. 12921 W. WASHINGTON BLVD. 


APRIL 1956 © OCCUPATIONAL HAZARDS 





Circle No. 171 on reader service card 


SAFETY QUIZZES 


Circle No. 172 on reader service card 


A NEW FORMULA for the 


ind treatment of poison oak 
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MALL PLANTS 
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IN YOUR PLANT 


Everybody is automatically a member of your clean- 
ing department by conveniently placing Bennett Bilt 
W asec Receptacles to invite their use. These waste 
receptacles are sanitary, economical and a major help 
to cleanliness and neatness. Put them to 
work for you and reduce cleaning costs. 


Only 


BENNETT 


P& Non-rusting stainlesss steel feet 
eliminate rusting and rust marks 
Made of extra heavy-gauge corro- 
sion resistant steel 
All welded construction 
Smooth exterior surface...nothing 
to catch and tear clothes 
Reinforced corners 
Self-closing mechanism assures 
closed doors when not in use and 
permits easy opening of independ- 
ent doors with finger-tip pressure 
Rounded corners for structural 
strength and pleasing appearance 


Baked enamel finish...green, gray 
or white 


@ These are a few of the THE BENNETT MANUFACTURING co. 


many features that make ALDEN, N.Y. Dept. OC-4-56 

Bennett Bilt Waste Re- 

eptacles a natural “buy”. Kindly send to my personal attention a TREE 
Quality and every con- copy of the fully illustrated Bennett Bilt Waste 
sideration for hard usage Receptacle Catalog. 

are self-evident both in- 

side and outside of these 

re ceptacles. 


FILL IN AND MAIL 
COUPON TODAY) |!” State 
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GUARANTEED to tast a year, Lens 
Wick, produced by Federal Researc} 


to the eye-safety program 
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SAFETY EXHIBITS can be set up wh 


r you please with a portable displa 


tl one deseribed = in 


1 the Display Div., Gib 
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preparation can be carried in the pocket 


of individual workers as a supplement 





HELP SOLVE YOUR 
» SANITATION AND — 
PRODUCTS MAINTENANCE PROBLEMS... 


Whether It’s a Problem of Inexperienced Help— 
Efficiency or Costs 


FOR CLEANER- 
LEED Sus? DISINFECTANT 
CLEANS ... DISINFECTS ... SANITIZES... 
DEODORIZES—IN ONE EASY OPERATION! 


Just one man does all this at 
the same time . . . and in less 
time than it normally takes to 
merely clean. 





MOP IT ON, MOP IT 
OFF... THAT’S ALL. 
Even. inexperienced 
help get top results 
with JUST. And JUST's 
built-in ECONOMY 
CONTROL and JUST- 
A-MATIC DISPENSER prevents waste! 
To top it all, JUST in use costs LESS 
than most simple scrub soaps. No 
wonder schools, hospitals, institutions knowhow of over 28 
and industry turn to JUST for fast years is at your dis- 
complete sanitation. posal. Perhaps we 
can help you... just 
as we have aided 
thousands to achieve 
better, safer, effi- 
cient sanitation and 
maintenance. Just 
drop usaline. And... 


WRITE FOR FREE SAMPLES 
AND LITERATURE. 











WHAT’S YOUR PROBLEM? 


The experience and 





Use the Complete Family of JUST Sanitary 
Maintenance Products. 

JUST Combined Cleaner-Disinfectant 

JUST Flexible Film Floor Finish (Formerly Ful-Life) 
JUST Surface Toner @ JUST Wax Stripper 
JUST Bacteriostatic Dust Control 


OUT Liquid Bowl and Porcelain Cleaner-Disinfectant 











ASSOCIATED 
Associated JUST Distributors, Inc. 
c/o FULD BROS., INC. 


702 S. Wolfe Street, Baltimore 31, Md. 
West Coast: Los Angeles 13, Cal. 


OVER 250 ASSOCIATED JUST DISTRIBUTORS TO SERVE YOU. 


DISTRIBUTORS 
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IT LOADS crank lifts, and deposits 
The low-cost answer to lift truck prob 
lems, this versatile equipment lifts to 48 


177 on reader service card 


control for small blazes and 
ed against electrical or gaso 
it a distance of 12 feet Phe 
naterial is non-toxic, non-corrosive, non 


teriorating 
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SAFE, STRONG, CLEAN, AND HANDY 
are the properties claimed for Seott 
iow available in two sizes from 

ott Paper Co Industrial firms 
through their regular paper jobbers 
nay continue to order the original larg: 
wiper, No 9. which consists of 

ets that measure 9x x 

smaller wiping jobs, the firm 

made available brand No. 58 


of two-ply sheets that meas 
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ure 99g” x 1044”. Both products are BROKEN GLASS hazards can be cor by Worklon, Inc. These include undet 
identical except for size. They come in siderably reduced, if not eliminated e1 wear of Orlon, fitted work gloves, and 
the special tissue pop-up box, packed irely, with an automatic bottle crusher matched sets of uniforms consisting of 
125 wipers to the container caps, jackets, trousers, and shirts. The 
said to resist damage by 

1d 


Circle No. 179 on reader service card aes 
and suniight 
moisture, acid, and 


s * i | 1 es = ot laundering 
IT GOES ANYWHERE. The mm I * ' en jc ‘ 

% inother ad tage tt materia 0 
Model 15 vacuum cleaner takes j 
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N-PLANT FIRE PROTECTION 


& M 
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THE MODERN-LIVING 
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WOODEN SOLES INSULATE CLOTHES! 


They Now assembled in one informative 
new catalog . . . all the latest out- 
standing developments in ORLON* 

No. 351 and DYNEL work clothes! See a 

tremendous selection of indus- 
Sizes trial apparel and service uni- 
Small forms, performance-proved for 

Medium every need, every purpose, 
Large every industry! Discover acid- 

resistant shirts, pants, coveralls 

men's and women’s lab coats, 

ONE OF that outlast wool and cotton 

MANY by 50 to 1! Learn about new 

STYLES lint-free acid-resistant gar- 

ments for super-clean conditions. Get 

longer wear with less care... savings 


Reece Wooden Sole “Hot Foot” Sandals | | ve to 939%! Send for Worklon’s FREE 
¥ F 1956 catalog today! 

are Time Savers — strap on quickly — they 

bend—they are light weight—they are sturdy. WO Q KLO N. 

Sole leather hinges assembled with screws and 

washers. Durable straps. WORKLON, INC., Dept. OF-8 


253 West 28th St., New York 1, N.Y 
Write for Catalog There is Please rush my free copy of Worklon’s new 1956 catalog 


WOODEN SOLE Jae fm nome 
REECE © snot co. ch then 


city 


*—DuPont Orlon acrylic fiber 











0-4-56 COLUMBUS, NEBRASKA 
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COMPLETELY PORTABLE 
oudspeaker, Portapag 


tems. The 
portable apparatus we inicipa ounds. It operates 
type fire trucks 
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HAZARDOUS LOCATIONS 
Ma 
wet-dry vacuu 


approved by Underwrite aboratori 


construction and no e 


juiring technical 


equipment 1s useful 


ilety meetings, 


} 


plant fire 





elg 


ly from 


tteries. Featured is weatherproot 
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FLEXIBLE AND LONG-LASTING 
i new all purpose ta 
by Chicago Eye Shield ¢ 


shield comes 


ectronic parts re 


maintenance. The 


plant tours 


and_ police 


letails, and emergency services. It is de 


i shoulder strap or 


irrying handle, or 


nary or moving 


for use in Clg me and < Circle No. 185 on reader 


II, Group G, 
hp by-pass 
vacuum has 
bushels and a wet ipacity of 15 ga inufactured by Ele¢ 
ions furnis up » (72 
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ned to operate while 


EXPLOSION-PROOF 





being carri 


hand with a 


placed on a 


service card 


Cord Co. w isured from top to bottom. The 


f 


continuou vs mou side an aluminum 
whic 





esd hives aud material rom, 


In emergency this new FITE RITE AS- 
BESTOS FIRE BLANKET is available 


instantly. 


Stored in metal container, painted bril- 


liantly red, and may be hung on the 


wall just like a fire extinguisher. 


| PULL HASP 


PASE BLANKET 


Blanket can be used to 
© Smother clothing fire by wrap- 
ping around victim. 


@ Shield fleeing persons from 
flaming area. 

® Beat out or smother flash fires. 

¢ Cover machinery and material, 
protecting them from flying em- 
bers or sparks, or nearby weld- 
ing. 


This fire fighting and protecting equipment is 


needed in every plant. Bulletin sent on request. 


COTTON GOODS MFG. COMPANY 
216 W. CLINTON ST. © CHICAGO 6, ILL. 
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ROL-AWAY SAFETY LADDER 


HIGH LEVEL TRUCKS 


Vakes Order Filling, Maintenance and Washing 


SAFER FASTER and EASIER 


ofa 
pted to ¢ 
stand on in order to 


rt that is above thei 


Model S-7-M 
ecially 


Send for free illustrated catalog of one- 
man Safety trucks for every purpose 


[veh 7eROL~A WAY) Vi 


ee _ = mS ee 
oe TRUCK MFG. CO., INC. 
6143 S.E. Foster Road, Portland 6, Oregon 
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vervious to the entrance of dirt. or 
i 


liquid. The headband of vinyl plastic is B EA T T H E H EA T W T H 
adjusted by a sliding strap. There is no 


metal or mechanical adjustment to snag 
the hair. The shield conforms to the HAV ALIFT SALT TABLETS 
— 
head at all points. Windows are of 
ss or eI ae 


cellulose-acetate and mav be in eitber | eon er = 
hs aia Rock: &, 


green oF lear 
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POSITIVE PROTECTION against flying : } oS amuaTs : 


" 1 ouwrteestOn 
keys and flving wrenches is assured by Poa ron 


the new safety features of the safety 
chuck kevs and lathe wrenches manu 
factured by Lindstrom Mfg. Co., In 


Se 


Regulated Salt and Salt & Dextrose Tablets are manu- 
factured in FOUR Disposable Dispensers. The advantages to you are many 
—there is no longer any need to install large dispensers in smaller depart- 
ments—HAV-ALIFT also comes with Dextrose, an added important energy 
factor—HAV-ALIFT is the only Salt Tablet which has Disposable Dispensers 
in both plain Salt and Salt & Dextrose. 

For all-around ease of operation, HAV-ALIFT is your best buy in coated 
Salt Tablets. 

Dealers are located in every major city. Write today for our free cir- 


palentnte cular and the name and address of the dealer nearest you. 


pressure is ren 


opel regents A. E. HALPERIN CO. INC. BOSTON 18, MASS. 


in he cgi ( it edt ) 
the chack. ‘The equi MANUFACTURERS OF HALCO PRODUCTS 


and heat 











plated 1 resist corrosio: 
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Hours of Protection from INSECT BITES 
° a Y . 

LOW-COST floor armor such as Grid a . gn with 
g Sigg lpoiey Borate Insect Repellent 


rable and safe The floor 


ing can be used over any existing floor , stort n liquid soap-ty pe dispen- 
surface or incorporated with flooring in 
new buildings After Gridsteel has 


, 
been meshes are usually filled Consumer Products Department 


with conere or some other type of CARBIDE AND CARBON CHEMICALS COMPANY 
masti A Division of Union Carbide and Carbon Corporation 
Use this “a 
30 East 42nd Street, New York 17, N. Y 
Circle No. 189 on reader service card coupen for Pecée: aandl maw tree semble of "61a baaat Rael Stick 


Liquid Please send further information on dispensers and gal 
free samples 
Tr and 

ELIMINATE MESSY finger bandages by 

having on hand a supply of “Elast Aid further 

Form Cuts.” a new fingertip dressing 
information 

available from Rochester Safety Equip 

ment Co. It's a one-piece dressing that 


confor to the fingertip to assure a 





are registered trade-marks of Union Carbide 
Circle No. 77 on reader service card for more information 
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JUNKIN 
ELECTRO-LOCK SHIELD 


The Shield Which 
Commands Operator Safety 


The position of the Junkin 
Electro-Lock Shield is controlled 
by mercury switches. Interlock- 
ing power and light circuits will 
not permit the machine to 
operate unless the shatter-proof 
shield is in a completely pro- 
tective position. Affords per- 
fect visibility, and protects the 
operator from flying particles. 
Write for free bulletin No. 103. 


HERE’S HOW 

THE ELECTRO-LOCK 
SHIELD OPERATES 
—permits clear view 
of work, still providing 
maximum protection 


JUNKIN = 
SAFETY APPLIANCE CO. 


101 S$. FLOYD ST. 
LOUISVILLE 2, KENTUCKY 


Circle No. 79 on reader service card 


waterproof seal. The economical dress 
ings neatly protect fingertip injurie 


from aggravation and infection 


Circle No. 19$ on reader service card 


LIGHT-WEIGHT, vet powertul enough 
to handle commercial cleaning tasks 

i new medium-capacity vacuum cleaner 
added to the line of Kent Co All 


ilumimnum in construction, 
weighs only 21 pounds 
has a complete wet-and-dry 
Standard equipment includes aut 
walter shut-off, louble-act 
squeegee, and complete attach 


iry vacuuming 


Circle No. 191 on reader service card 





THREE NEW MODELS of air line res 
pirators are being manufactured by 
Mine Safety Appliance Co. They are 
available in mouthpiece or full face 
piece types, both constant flow and 
demand flow. The respirators are de 
signed for protection in atmospheres 
not immediately harmful to life, such as 
welding and cutting fumes, toxic dusts 
paint spray vapors, and fumes from 


molten metals 


Circle No. 192 on reader service card 


LANE-MARKING APPLICATIONS | are 
easier with a new rubber-wheeled ap 
plicator available from Minnesota Min 
ing & Mfg. Co. The applicator can be 
ised witl cotch” brand tape for 
narking aisles and hazardous locations 
It applies tape ip to four inches in 


width 


Circle No. 193 on reader service card 


ADDED WETTING ind penetrat 
properties make lsomal 265, a fire-fight 
fluid ce velope 1 by Johnson March 


upplement to water 








WHY RISK A TRAFFIC 
ACCIDENT IN YOUR PLANT? 


KLEAR-VU SAFETY MIRRORS are the answer to the dangerous blind 
corner problem in your plant or warehouse. They are also adaptable for outdoor 
use in your parking lot, loading dock area or other points where traffic converges. 


Mounted at cross aisle intersections, entrances and exits at a height of 8 to 
10 feet, Klear-Vu Safety Mirrors clearly reflect oncoming intersection traffic to 





Dimensi ns 
12” dia 
Glass ; 18” dia 
Glass »4’’ dia 
u Glass 
Circular Glass 
Flat Glass Rectangular 
Flat Glass Rectangular 





*M.R. indicates metal rim 


both power truck operators and pedes- 
trians. 


Available in either convex or flat 
glass styles, the mirrors are easily in- 
stalled and quickly adjustable to any 
desired angle. 


Write for 





LESTER L. BROSSARD CO. 


540 N. MICHIGAN AVE., CHICAGO 11, ILL. Bulletin. 
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type extinguishing equipment It is pal 
ticularly useful in suburban or rura 
areas where limited amounts of water 
are available for fire-fighting purposes 
It is recomemnded for use in water 


a ratio of 1:750 or 1:1,000 


Circle No. 194 on reader service card 


A DETACHABLE SIDESHIELD that fit 
all types and sizes of safety spectacl 
has been developed by American Safet 


Products Co. Called Sideclip, 


i 


is molded in one piece of tougl 
butvrate plastic which fits snugly o1 
all types ind sizes of safety glasses 
Models are available in crystal clear or 
anti-glare green, with or without ve 


tilation 


Circle No. 195 on reader service card 


A DRY-WAXING § dey 
ature of the 2]-inc! 
ently developed by G 

the machine's po 
at L135 1 p 
wax bar cartri 


ewal coating 


Circle No. 196 on reader service card 


RUSTED SURFACES, wil 
Rusti le Products Ce 





TWO OLD STANDBYS... 
ACCEPTED AND APPROVED BY INDUSTRY 


HUET | SRE 


PRACTI-KREME . . . the effec- 
tive skin protector and cleaner for 
over 15 years. Check dermatitis 
before it starts. Apply before work 
to provide flexible, fat-based coat- 
ing over skin. Moistened and 
rubbed to a lather after work, 
Practi-Kreme cleans completely 


PHLO®.. neutral skin protector 


now fortified with silicones. Effec 
tively bars bacteria, irritants and 
soil. Magic silicones make Phlo 
water-repellent, adhesive, non- 
toxic. Try it you'll be con- 
vinced that new Phlo should be in 
daily use in your plant 








We 
you 


to find better 


PROTECTIVE 
CLOTHING! 


Toughest by Test 
FROG BRAND ® 


illustrated 
above 
Ys length 


coat 


For every industry where personnel protection and 
safety are vital, only Sawyer Neoprene Latex 
Clothing offers all these advantages 
@ 100% protection against oils. chem- 
icals, alkalies, abrasion 
hazards! 
“Exclusive Coating Process" ... (for 
years and years of extra wear and 
durability) original with Sawyer! 
guaranteed not to peel, blister or 
crack in ordinary usage! 
double interlocked sewn seams that 
can't come apart! 
solid brass or non-conductive fasten- 
ings that can’t rip off or corrode! 
designed for roomy, action-free com- 
fort! 


and other 


clothing als 
of 


Rubberized or Oiled. Full 


jockets, pcnts, coats, hats, aprons for 


efficiency, more economy, more protection 
n every job! 


NEW PHLO WATERLESS... THE “BEST BET’ 
IN THE WATERLESS HAND CLEANER FIELD 


New Waterless Phlo removes industrial 
soils fast. Contains both silicone and lano- 
lin for double protection. Safe, easy to 
use, Waterless Phlo is milky white, smooth 
in consistency. Management and workers 
appreciate the time-saving convenience of 
having a jar at their fingertips always. 
Write for Free Test Samples Today 


Distribution territories available" 


THE CHEMICAL CORPORATION 


54 Waltham Avenue, Springfield 9, Mass. 


Send for complete details and price list. 


The H. M. Sawyer & Son Company 
A Division of Sowyer-Tower, Inc 
specialists in Protective Clothing for more than a century 


1 Thorndike St., Cambridge 41, Mass. 
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* 
Their Safety Depe 
Water or oil can become a real danger under- 
: foot resulting in costlv slips and falls. Do 
1e floors, stair ramps and all traffic sur- 


ices OI I remis¢ provid loot-sure 


tl 
fe 
tT 
t 


ce 
ractior 


PROVIDES PERFECT TRACTION 
ON WET OR DRY SURFACES 


ure-foor 


non-slip abrasive floor coating 
FREE—Write for Sure-Foot Bulletin 3-2 


Frost Paint & Oil Corporation 0022°."5 Mi 


apolis 13, Minnesota 





| Alleans ate 
not alike. 


INSIST ON 


EAGLE 


SAFETY CANS 


Approved by Underwriters 
laboratories & Factory Mutual . 


FREE-SWING 
TYPE 
2'/2 and 5 gal. 


eoeeeeesestetee8e @ 


Available in 5 sizes from 
1 qt. to 5 gal. 
No waste, no splash, no 
spill 

Strong I-piece construc- 
TRIGGER tion—no seams 
TYPE Self-adjusting guard cap 
prevents leakage 
Safe for handling all ex- 
plosive and flammable 
liquids 


eoeeeeeeeeeteee eee ee 


1 qt., 2 qt. 





Order from your supplier or write us for infor- 
mation. Eagle products are also available in 


Canada 


MANUFACTURING COMPANY © Wellsburg, W. Va. 
Serving Industry Since 1894 


Circle No, 84 on reader service card for more information 








a slight etch to the metal, assuring a 
good bond between the metal and the 
paint. Use of this metal treatment will 
make your 


housekeeping painting 


operations longer-lasting ones 


Circle No. 197 on reader service card 


QUICK-OPENING cages, which permit 
fast replacement of burnt-out light 
bulbs, are being featured by MeGill 
Co. Model 5100 is used in two 
while Model 5100-G_ is 


Circle No. 198 on reader service card 


A UNIT DUST FILTER which is 
econ il ar highly efhecient 
by Dav Cx 


lter media, depositing 
The dust is forced 
center), and clean ait 
atmosphere. The lype 
adapted for portable 
mounting on casters. It 
furnished for pressure or 


vacuum operation 
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FET 


WMEETINGS 


26th Annual Safety Convention 
that LOOSE 


& Exposition. Hotel Stat \ 


TANGLED York City. \pril 16-20 Pr 
HOSE covers ill phases ot 


phasis on industrial 
Loose, tangled hose, ly : 
by . ’ uct exhib Informat 
ng in wait ready to trip 6 = 
workers, can be a major New York 1 Co 
oan i — plant, es 6) | ist L2nd Sees Ne “ \ 
pecially when it is near 
pec “1 
tairs, machinery or ve N. } William C. 
hicle routes ! mat Edward A, | 
Eliminate this hazard 
easily and economic 1\ 
with Hannay Hose Reels 
andimprove plant 
housekeeping and effici- 
ency in the bargain | 
ways connected to fluid 
source, only length of 
hose required need be All-Ohio Safety Congress & 
unreeled Exhibit. Hotel Netherland P 
You can make your ; 
plant safer with Hannay Cincinnat! Ohio, \p 
Hose Reels Pre | 
Write today for comr , 
ae oda) y¢ y - DI duct exhibit Inf 
specifications and catalog 
f Safety & H 


ce Bldg 


chairman 


ram covers all s 


des 


"SayDjg UONp2yIDedS 


jouepey *sAv4s snoseBunp ‘ysoy ‘sysods ysuipBo— 4194S ILNIOSAV 


26th Annual Michigan Safety 
Conference. Sheraton - ¢ 
Hotel Detroit. Mi h.. Apri 
Information: Bavard A 
Automobile Club of Micl 
troit 26 


LOOL SAOINGIYSIP 4NO 42Dq aM “UOKUaYHD jDUOSIEd 


pup arises 4spy MOA aAiB 04 SyNposg UOSH20G 4O 9Ul] ayojduio2 
PD sy204s ‘ys1jDI2eds payajeas DB ‘YOINGIYLSIG NOSNHIOG YNOA 


‘BuueMmoy pun Buisins Aspe 10y yoaid Burids ‘unaBpoey 
pouoiysne ‘ajqoysnipp ‘Awoos 4y619m-4461]— 1 YOIWOD 319 1TdWOD 


WANNAay 
UhY a 4448) Industrial Health Conference. 


CLIFFORD 8. HANNAY & SON, Inc Convention Hall. Philadelpl 
w, i: 
Pa. April 21-27. Progran 


cludes all phases of industri 


i 


il 


IWVN 


medicine and hygiene: scientifi 
exhibits. Five participating 
groups: American Association of 
Industrial Nurses. Industrial Med 
ical Association, American Indus 
trial Hygiene Association. Amer 
can Conference of Governmenta 
Industrial Hygienists, and Ameri 


INIWdINDI ALIIVS 
JA] ONY OVIH 40 901V1V) 


3111dWO) §NO ONY 
S.MOLNGISISIC YNOA 804d ILIM 


yvoulaa * WSVEM octet 


SQTJIHSGNVH P¥® SLaW1IH NOSNI0G 422207, 


A es ees ees ees ees ees ees ees ees ee ee ee 


an Association of Industrial Det 


tists. Registration: $3.00. Indus 
CLIFFORD B. HANNAY & SON, INC. trial Health Conference Registra 


846 Baker St., Westerlo, N. Y. tion, Room 1300, 28 E. Jacksor 
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eh 


Full eye, 
face and 
forehead 
protection 
plus full 
working 
freedom 


Protect against sparks, hot or 
molten metal and fragments 
without obstructing vision or 
working freedom. Transparent 
visor is fog resistant, non- 
inflammable. Leather sweat 
band, all rubber headband 
Three lengths, 4”, 6” and 8 
(shown) 


Write for bulletin & prices 


BFM*Donald “S 


Manufacturers & Distributors of 
Industrial Sevag Clothing & Equipment 


5721 West 96th St., Los Angeles 45 
Other Offices in San Francisco and Houston 
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Blvd.. Chicago 4. Ill Hotel reser 
vations: Housing Bureau. Conver 
tion & Visitors Bureau. Juniper A 


Filbert Sts.. Philadelphia. Pa. 


26th Annual North Carolina 
State-wide Industrial Safety Con- 
ference. Charlotte Hotel. Chat 
otte. N. C.. Mav 2-4. Prog 
emphasizes industrial safety prob 

ns. Information: H. S. Bauco) 
director of safety. N.C. Industria 
Raleigh. N. €. 


Commission 


60th Annual National Fire Pro- 
tection Meeting. 
Hotel Statler Mass... June 
L-S. \ comple te program on 


Association 
Boston. 
hre protection included 
NFPA. 60° Battery 
Mass. 


dustrial 
Information: 


march St.. Boston 10. 


29th Annual Safety Conference. 
Allentown. Pa.. May 7-9. Pro 








Circle No. 88 on reader service card 


oe ee ~ 
~ 
~. 


MOSQUITOES, ticks, chiggers, a// 
| ive no place to land when 
ise PELLENT 


nt for regular use... 


Three 
that won t sweat out, only soap 
water will remove... 
gy, PELLENT 
hours! Unit 


. $0.60, Unit 


. Spray tor 
loes not stain... 

204A Ointment 
205SAA Cream 
. $1.00, No. 320 Pel- 


lent opray (5 oz. 


1aSTiC) 


oo 


MEDICAL SUPPLY COMPANY 
Rockford, Ill., In Canada, it’s Safety Supply Co, 


. $1.00. Order 
MSco 


distributor today. 


from your 








ok 
SPA-Fi 
FOTN A 


LOW COST-PORTABLE 
SAFETY WELDING SHIELD 
Here is lightweight portable weld- 
ing shield that is flexible for shap- 


oo 


ing around even the most out-of- 
way welding areas, and yet is rug- 
gedly constructed for long hard use. 


SPA-FLA PROTECTIVE PRODUCTS 


Welding Curtains, for all 
booth and production welding 
protection. 


PROTECTIVE COVERS 
Asbestos Heat Curtains, fabri- 
cated into fire blankets, cov- 
ers, curtains, etc. 


SPA-FLA with RAY-TEX the 
new Industrial Protective 
Aluminum Coated Fabric. 


Box 165-N, Dubuque, lowa 


“Gives You... 
WELDING PROTECTION 


ON THE JOB-PORTABL 
WELDING PROTECTION 


SPA-FLA SHIELD AS PART 
OF YOUR WELDING CART 


The last word in weld- 
ing and safety and port- 
ability is SPA-FLA as 
part of your on-the-job 
maintenance welding 

. cart. SPA-FLA is easily 

| carried from job to job, 
and should be the safety 
habit of every mainte- 
nance welder. 


SAFETY 
RLDING| 
SHIELD 
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oram will ric lude sesslol 
many areas of safety 
school. trafli « 
nursing. small business. ta 
eeneral industrial. lr 
Harry N. Crowder 

high Valley Safety Cour 
E. Third St.. Bethlehe P 








Governor's Safety-Health Con- 
ference & Exhibit. Lord Balti 
For 58 years the most Hotel. Baltimor 
Pro 


dependable source for: | To, een whe ois Your 





Cots and Stretchers t | nora - J 7 Watchman’s Clock 


ctor. Dept 


ndustry Dis if istria b 
Safety. 12 E. Mulberry St., Ball may e 


\ 


ore 2, Md Old-fashioned, too 


If watchman-letdown on a lonely 
weekend results in a disastrous plant 
fire—it will be no laughing matter 
‘om . 3 It's false economy to hang on to an 
iii, ims 22.94. Program to emphasize b. old-style dial-type watchclock 
dustrial safety: product exhibit DETEX tape-recording GUARDSMAN 
for all styles Information: C. Eugene Shear keeps your Watchman alert be 
ait cubital cone page Aamo ee, : : — Friday evening and Monday 
ne. 55 St. P: 7: este orning—the most critical period for 
plant protection. The GUARDSMAN 
gives unbroken supervision on week 


WHY BREATHE THIS MT € days, weekends, holidays and ex- 
H tended plant closings. 

The GUARDSMAN saves you overtime 

—does away with the need for a 

supervisor to return to your plant on 

weekends to change 

the clock dial. (Allow- 

ing your Watchman to 

_ oun ened change the clock dial 


is against insurance 
regulations.) 


Genesee Valley Safety Confer 
ence & Exposition, Chamber o! 
Commerce. Rochester \ \ \lay 





Stretchers 


Why tempt Fate? For 
a modest cost you can 
modernize your plant's 
safety system with the 
GUARDSMAN. Send 


TORIT traps it sagaion 


A close look at the most “ordinary” 
industrial dust shows why it irritates 


Buy Bomgardner the respiratory tract, nasal mucosa, 
throat and trachea. In fact, all dusts 


tomicrograph by University of M 


Insist or the Best. 


Detex Watchclock Corp. 
76 Varick Street 0-4 
New York 13, N.Y. 


Equipment are capable of causing respiratory 
distress. But Torit dust collectors 
give you control at its point of 
origin. Unitized for portability —you 
are not limited by a central built- 
into-the-building dust control sys- 


(] Plecse send me complete information 
about the GUARDSMAN tape-recording 
watchclock 


The Bomgardner 
] You may send a DETEX representative 


Manufacturing Co. tem. Many models and sizes. See 
P.O. Box 567 Sweet’s Machine Tool File or write 


Edgewater Br. today. Priced from $190.00. 
Cleveland 7, Ohio TORIT MANUFACTURING CO. 


DEPT. 807 311 Walnut Street, St. Paul 2, Minn Title 


- ES |. - - ---- -- -- == 
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our plant protection needs 


Name 
Company 
Address 
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EMERGENCY 
TREATMENT FOR 


FIRST ON BURNS 


A touch of the button on 
top of the F.O.B. container 
brings instant relief to 
painful burns from sun, 
fire, electricity or scalds. 
F.O.B. aids healing and 
protects against infection. 
It is non-toxic, non- 
irritating, and can be 
safely sprayed on any 
part of the body. 


N BURN KITS 


For treatment of chemical 
and heat burns. Available 
in 3,5 and 11 oz. spray 
containers. Write 

for laboratory 2 
test reports 

on F.O.B. with Suutage 
specifications for 
new Burn Kits. 





E. D. BULLARD COMPANY, San Francisco, Calitornia 


BULLARD 
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PEOPLE: D. F. Buttermore, forme 
iver of the safety department of 

Frank A. Gerard has been named Williams & Co., 
safety manager of Olin Mathieson supplier, has been named Steel 
Chemical Corp.. New York, N. \ Tubing Dept. manager. He re 
Before joining Olin Industries. places Miss Alice M. Giegerich, 
Inc.. in 1942. Gerard held safety who retired March 1 after 42 


tZ 
positions with UL. S. Steel Corp.. years’ 


service with the firm. But 
du Pont. Briggs Body ¢ Orp.. termore will be assisted in the Steel 


Square D Switch Co., and the Tubing Dept. by C. E. Bradshaw. 
State of Minnesota. Gerard will be The position of Satety Dept. 


satety equipn ent 


ill 


located in the companys New iver will be filled by G. J. Gross, 
York ofhices. 


former supervisol of fire equip 


nent sales 


Bernard J. Tyler, director 
sales for Albi Mfg. Co. hh 
Rockville, Conn... has been named 
Vice president. The recent appornt- 
ment was in line with the 
pany s expansion ot its sales 


aqivision. 


David A. Taylor has been ap- 
pointed sales manager of Estwing 
Vig. Co.. Rockford, Ill. manu- 
facturer of unbreakable hammers 
ind hatchets. Until recently Tay- W. G. Frank, formerly executive 
lor was merchandise director for a vice president, has been named 
Chicago advertising firm. president of American Air Filter 








WARDS 


SERVICE * SALES AWARDS 


nakers of the motion picture Oscar 


rophies * Plaques © Pins 
td Jewelry * Custom Designs 


signing department present sugges- 
ist you in your incentive program. 


ecial safety service sales brochure 


SOUTHERN CALIFORNIA TROPHY CO. 
Dept. $1, 860 South Flower St., Los Angeles 17, Calif. 
TUcker 3166 
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Ky. Also eles 


dire tors. 


Co., Louisville. 
at the 
were Ben R. Shaver to vice presi 
and | G Chapter Organization for 
Krank | erans of He 


since its or nember of 


ited sales 
1952. 


committee chairn 


since 


jou 


recent meeting O'Donnell 
national 
lent and treasurer. 


Mason to 


with 


Safety. 
the \r 


if Safety Engineers. 


secretary 
the 


fanization in 


firm 
1929 


been an Si 
the Ame 
Hygiene Asso 
Purtles. and the 

Assoc 


out of the I 


Industrial 
H irdshell 
trial Safety Equipment 


will operate 


James J. Lawler, safety engineer 

Radio Tube Div.. Sylvania 
Electric Products, Inc... New York 
NM Sea elected 
hairman of Electrical Equipment 
Section of the National 


for a term of one 


lor 


has been gveneral 


Saltet 


Council 


Co. of Los 
tative 


Nevada. and At 


Angeles. Cal is 


in Sout 


Veal 


| awler has been asso iated witl 


represen 1e 1} 
Sylvania since 1933, working as a f 
L935 

i member of the American Sov 
if Safety 


ot Satety. 


mrhila,. 


salety engineer since nounced 


Inc., 


beet! i 
ely 


Muskegon. M 


nanutacturers of 


Wringer 
Engineers and Veterans 


ndustt 


mercial floor-clea 


Charles V. Nicholson 
ippointed general nat 
for F. J 
.. Philadelpl 

the Stokes sa 
since L954. He 


all headquarters sales 


product sales 
Machine C 
has been in 
ganization 


adirect 


l 


Geerpres 


The appointment of Kirby Sales 


sales 
( 


n 


iarketing activities. both dome 


ind international. 
associated 


Paul W. O'Donnell, 


with safety equipment indust: 
for the past 20 years, has been ap 
pointed sales manager for E. D 
Bullard Co., San Francisco. manu 


He 


has been in charge of Eastern dis 


facturer of safety products. 


Frank K, Donnelly, Seattle 
bossed 


neer who constructio 








Jts Hore 
dil i™ - allel ib j San VENT 


REPLACES—C ARBON-TETRACHLORIDE 


Flash Point 
Toxicity (Cal. M.A.C.) 500 ppm. plus 
Corrosion tests (on metals) Negative 
Evaporation rate comparison | 


Jts Now 





None 


FREE 
TECHNICAL BULLETIN 

















62 WILLIAM 
Nocon Propucts Corp, new yo ae 
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Instantly neutralizes 
acids or alkalies! 


When acid or alkalies 
splash eyes or skin, 
Neutralize works 

for immediate relief and 
prevents severe burns 
No dangerous time los 
determining if chemica 
acid or alkali—Neutra 
counteracts both 

Try this test—you can 
do it yourself! 











| NEUTRALIZE 
OBSOLETES 

WATER DILUTION 
TREATMENT! 


EVERYTHING 


BULLARD 


IN SAFETY 


E. D. BULLARD COMPANY, 275 Eighth St.,San Francisco 


BULLARD 
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the University of 


Washington’ 


60” cyclotron. has been name 


awards. 
sales representative for Torit Mfg 
Co.. St. Paul, Minn.. in the Or 
gon-Washington trade 


manufactures 


contest 
ized 
area. Torit 
collector 


fumes 


unitized 
for removing dust. 


from 


ireas 


powders 


workir 4 


industrial 


COMPANIES: 


Williams Jewelry & Mfg. Co., 
Chicago. IIL. has 


opening of its new air conditioned 


announced the 


The Lorain Works 
U. S. Steel Corp. 


a severity rate of . 


Urquhart 


offic a 
ind stock facilities. The 


and modernized display. nécishant 


general 
firm spe- Safety Council 





Step & tog LGUISVILLE 
auminum STEP LADDER 


Lightweight MASTER Line Sets 
the Standard in Industry 
MASTER STEP. Heavy 
aluminum side rails both front 
and back. Steps double-riveted 
on extra wide front facing. Big 
back legs fully braced. Rubber 
pad feet. Lengths: 3 through 
12 feet 

MASTER PLATFORM. Features same 
extra-strength extruded sections 
as Master Step 
feet beyond 14 


extruded 


Rail extends 2 
x 19” work plat- 
form and serves as guard rail. 
Top shelf slotted for holding 
small hand tools. Sizes 4 through 
10 feet (12 feet overall). 


FREE a 2 

FOLDER oursviite 
Write for handy Lapoen PRooucTs 
all-products folder 

giving the complete 
line of Louisville 
Ladder products. 


sting SCAFFOLDS 
« 


LOUISVILLE LADCER CO., DEPT. 0-4, 1101 W. Oak, Louisville, Kentucky 


All TYPES OF 


[ OUISVILLE } Aum 


PLANFS +STAGES 
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clalizes in industrial emblems and 

plaques. 
incentives. 
facilities are 
Silversmiths Blde 


National Tube Div 
took the latest Award 
of Honor for the steel industry. The plant 
had a frequency rate of 1.10 in 1954 and 


general superintendent (left) ers 
receiving the award from W. G. Johnson 


manager, 





banquet attended by 


labor and 


more than 750 
trophies, and employees of 
The modern- the 
located in’ the 


in Chicago. 


management 


plant 


Haws Drinking Faucet Co., 
Berkeley. Calif... has announced 
tl Kramer Vife. Co 


John S. Goo 


| 
le pure hase 


of San Francisco. 
formerly general production 
vager of C. K. Williams & Co.. 
Louis. [lL.. will 


of the 


serve as 


newly a quired 


The formation of Daycom, Inc., 
announced 
Dav Co.. m 
trial dust control equipment, and 
Arid-Aire Mfe. Co.. 


of grain dryers. The 


has been jointly by 


inufacturers of indus 


Shown is Robert manufactur- 


new cor- 


poration will handle sales and dis 


Nationa tribution. as well as engineering. 


at an Award of Honor ( t 


yntis don page 104 





NEW NO-TRAX MATS 


HELP YOU KEEP 


FLOORS CLEAN 


EVEN 
IN THE WORST 
WEATHER 


the fact that 

ipping and 

sticky mud, 

I tracked through your build 

loyees’ shoes are wiped clean by “Squee- 

ites. Tapered edges prevent tripping. Sure 
treads hug the floor, hold mat in place. 








Contact your local Janitor Supply or write 


SUPERIOR RUBBER Mfg. Co. 


501 WEST 82nd STREET * CHICAGO 20, ILL. 


Monufacturers of No-Trax Mats for all types of service. 
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NOW! STOP WASTEFUL EXPENSE 
AT YOUR RAILROAD SIDING 








IF YOU actually saw a Lo-Hed Car puller in operation you'd 

probably order one in a hurry. It is a first rate investment 

— pays for itself fast. It puts a stop t cl 

get loaded and unloaded in record time 

are slashed. Industrial accidents are ey. 

Lo-Hed Car Puller saves money inside a plant, too— 

loads in a straight line, up grades and around corners. 
Lo-Hed Car Puller is rugged, electrically-driven, built for 

trouble-free service. Write for folder telli 

Car Puller in your plant. 


ville 
pul 


COMPANY 
Dept. CP-183, Wheatsheaf Lane & Sepviva S+., Philadelphia 37, Pa 
CANADIAN SUBSIDIARIES: Affiliated Engineering Corporations, Ltd. 
Montreal, P. Q. ... Bawden Industries Ltd., Toronto, Ont. 


AE products are: Taylor, Perfect Spread and Vibra-Grate Stokers, Hele-Shaw and 
Hydramite Fluid Power, Lo-Hed Hoists, Lo-Hed Car Pullers, Marine Deck Auxiliaries. 


r-—AMERICAN | 











For Stretcher Case — or any case 
FIRST IN FIRST AID is the 


Timmins 


It completely immo- 
bilizes the injured arm, 
leg, back, neck, ankle, 
or other members of 
the body and assures 
safe removal of the ia- $17 .5° 
jured person from the per set 
scene of the accident. F.0.B. OMAHA 
Yet it’s so easy to use. 
Try a set and see. 


Money back guarantee. 


Easy to order—Just write to: 


* 2 
FREWREMREEDS seit co. 


2126 Cuming St. Omaha, Nebr. 
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— and know! 
@ With the tamper-proof CHICAGO portable 


watchman’s clock you get a definite, permanent record 
of your watchman’s activities. That's why the 
simple, economical CHICAGO WATCHCLOCK 
System is approved by THE UNDERWRITERS’ 
LABORATORIES and by THE 
FACTORY MUTUALS / 
LABORATORIES for 
Increased Protection 

Against 


FIRE 
THEFT 
SABOTAGE 


Users of the CHICAGO 
System earn Reduced 
Insurance Rates 


The CHICAGO WATCHCLOCK 
System quickly pays for itself! 


“The first—and still the first!” 


CHICAGO WATCHCLOCK 


© DIV. GREAT LAKES INDUSTRIES, INC. 
1532 South Wabash Avenue, Chicago §, Illinois 
Offices In Principal Cities 


Write today for FREE 
FOLDER of illustrated details... 

tells why the CHICAGO WATCHCLOCK is in a 
class by itself how the CHICAGO System 
can be installed in a few hours by any work- 
man with no tools other than a screwdriver. 


Circle No. 101 on reader service card for more information 








Circle No. 103 on reader service cara 


New High Potency Relief for 


Also for 
Cuts 
Abrasions 
Lacerations 
Etc. 


The Original 
Spray-on Relief 


ae 
AEROSOL | 


The only preparation containing 20% 
solved benzocaine—Stops pain in acne 
relieves for hours—Eliminates need for man- 
ual application — Quick, sanitary, easy to 
apply—Often prevents shock in severe burns. 
Used in thousands of plants, hospitals, clinics 
as the modern relief for all types of surface 
pain and itching. Water soluble, non-tacky, 
non-greasy. 
FREE—Send for details 

ARNAR-STONE LABORATORIES, 
225 E. Prospect Ave. 





INC, 
Mt. Prospect, Ill. 





NOW you can test 
this new wonder fab- 
ric yourself — write 
for complete details 
and sample swatch 
today. 


JAXCOLITE is a new, yet 
proven coating that can be 
applied to wither asbestos, 
jute, or duck base fabrics 


Featurmg 

1. Resistance to molten 
metal splash, caustics 
heat, acids and abrasion 
. Light in weight — cool 
and comfortable to 
wear 

3. Attractively low in cost 

In addition we manufac- 

ture a complete line of 

outstanding safety apparel 

and gloves to meet the de 

mands of industry. 


*A Product of Jaxind, Inc. 


JAXCO INC. 


SAFETY CLOTHING and EQUIPMENT 
STURTEVANT, WISCONSIN 
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ot 


Gorgen 


development 
Roy E. 


as president 


research, and 
A rid-Aire 


has been announced 
ot the 


Dryers. 


new firm. 


Ansul Chemical Co.., 


dry 


produ ers 


chemical fire 


of 


industrial chemicals 


equipment. 
, and refrigera- 
tion products, has opened a new 
office in Memphis, Te 
lams, fire 


will be 


branch 
Glen 

representative, 
of the 


nin. 
equipment sales 
in charge 


new bran h. 


and its wholly 
C-0-Two 
have merged 
Pyrene—C-O- 


merger 


Pyrene Mfg. Co. 
subsidiary, 
Co.. 
name of 


The 


owned Fire 
Equipment 
under the 


Two Corp. 


be ame 








Self-Sticking 
Safety Signs 


Unskilled help quickly puts up Brady 


Safety Signs—without nails, 
or tools. They stick and stay 
to any surface 


screws, 
stuck 


The signs you need are among the 
500 different Brady Self -Sticking 
Accident Prevention Signs. Wordings, 
colors, and sizes are recommended 
and approved by ASA and NSC 
Write for free samples and Catalog 
145-D 

Self-Sticking Warning Stripes are 
applied fast — right off the roll 
Stripes in 2 sealed-in plastic colors 
Outlast paint. Write for free sam- 
ples and Bulletin 143-A 

Fast delivery. Distributors in 150 
cities 

W. H. Brady Co. sf 
748 W. Glendale Ave., 


Milwaukee 12, Wis. 
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POISON IVY WHIPPED! 


Poison ivy 
long 


us¢ 


poison oak ar mac no 

en they 
INTMENT 
nber, 
MSco is tdquarters for fp vy first 
Zit 
A-17 
Unit 


per unit; 


er need bother your met 
MSco POISON IVY ¢ 


tor prevention | if ¢ el 


Occ., 4 
tor, or 
trated 
plant 

fication 


MEDICAL SUPPLY COMPANY 


Rockford, Ill., In Canada, it’s Safety Supply Co. 





WHICH WOULD 
YOU PREFER ? 


ts A) fe Fi 


a t new 
Elast Aid Form-Cut jert This new 
‘ ble and 
Provides 

onomi 


Elast Aid Form Cuts 


PLASTIC ELAST-AIDS ALSO 
AVAILABLE 
09 
34 
5% 


Form-Cut 
Fingertip 
Dressing 


astape, too. It's 


ready 


new 
ent DHS, 


hair 


Write direct to 


Rochester Safety Equipment Co., Inc. 
83 Howell Street Rechester 7, New York 
Circle No. 106 on reader service card 
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effective Dec. 30. 1955. Offices and 
main plant for the fire protec tion 
equipment manufacturer are in 
Newark, N. J., with other plants in 
Chicago and Los Angeles. Addi- 
tional sales and engineering offices 
are in Atlanta and Dallas. 


New modern plant and general 
offices are being occupied by 
Arnar-Stone Laboratories, Inc., at 
Mount Prospect, Ill., a suburb of 
Chicago. The plant features floor- 
to-ceiling windows and modernly 


Safety Equipment Div. of the 
Pennsylvania Optical Co., Read- 
ing, Pa. The new division will be 
operated at the one-year-old plant 
in Palatine. 


1 


By adding considerably to its Pitts- 
burgh, Pa., warehouse, Iron Age 
Safety Shoes Div., H. Childs & Co., 


firm. which manufactures safety 
treads and dock bumpers, will con 
tinue its second plant in Norwalk. 
Ohio. 


An extra day’s pay has beer 
earned for the second year in a 
row by employees of  Ansul 
Chemical Co., Marinette. Wis 
rhe employees were rewarded for 
having established the second per- 
fect safety record in as many 
vears. The last disabling injury 
occurred November 24. 1953 


Inc., has speeded up its shipments of 

safety shoes from its factory to its 

industrial customers. Storage and 

ervice facilities h b in- ‘ aes 

cialties. . rotons +> Raia aiiaaes The National Association of 
creased by more than 50°. , : 
Foremen is changing its name te 
National Management Association 


Broader scope. allowing for mem- 


equipped research and manufac 
turing laboratories for the pro 
duction of pharmaceutical spe 


bership by management personne 
Selistrom Mfg. Co. of Palatine 


Ill manufacturer of industrial 


ranging from foremen to board 

Durable Mat Co. has moved 
its West Coast plant fri 
Wash.. to Santa Clara, Calif. The 


chairmen, was given as the reaso1 
eve and face protection devices 
has pure hased the 


mm Seattle. 


for the change. The association’s 


Industrial prime objective will remain the 








| Got aDUST PROBLEM? 
A WATERLESS ‘SMM Ce CC 


SKIN CLEANSER  esime/QUy ee 


; YOU NEED wna 
that is really DUPOR No. 46 


U. S. B. of M. APPROVED RESPIRATOR 


Big 46 sq. in. filter guards 
against all toxic or poisonous 
dusts. Guards against pneumo- 
coniosis or silicosis producing 
dusts. Full panorama visibility. 
Can be worn with goggles or 
glasses. Maximum protection 
at economical low cost! Order 
sample today, $3.25 postpaid. 


H. S. COVER, P. O. BOX 2508 
SOUTH BEND 14, IND. 


“Respirators for Industry since 1894" 


CONTAINS LANOLIN 
AND HEXACHLOROPHENE 


Comes in half-pint plastic, self- 
dispensing bottle. Just squeeze 
exact amount, apply and wipe 
dry! Also packed in one and five 
gallon containers. 


Write for details and prices 


Sici peceleoy meted, |! hy Amete) (i 7 \, bf 


380 MADISON AVENUE NEW YORK 17, N.Y. 
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managerial development of — in 
dustry’s first-level supervisors 
Founded in 1925. the group now 
numbers 65.000 members. repre 
senting over 1.500 companies 


already 


Technical and sales personnel have 
been sent to France. 


Monsanto Chemical Co.'s 
Monsanto, Tenn.. plant and Mound 


Laboratory. 


Diversey Corp., Chicago manu- 
facturer of industrial sanitation 
chemicals. has announced the for- nually 


mation of a manufacturing and best plant 


sales division in Paris, France. 





were named 


Miamisburg, Ohio, 
1955 winners of the 


President's Trophies awarded an- 


the company for the 


safety records. Both 


have operated more than 1.000.000 








_ 


* _& 
5 































































Du Pont PRO -TEK keeps irritants 


from reaching the skin! 


Morale goes up lost time ' 
workers’ hands are protected with Du Pont PRO 
TEK hand cream. It’s like invisil ] 

goes on hands and arms before 

the skin against grease, dirt, paint 

cutting oils. Afterward, a quick w 

soap and water rinses away irrit 


with the PRO-TEK! See h¢ 


crease efficiency and morale in your plant. Order 
from your supplier, or write E. I. du Pont 
Nemours & Co. (Inc.), Wilmingt 98, Del 


Better Things for Better Living 
. through Chemistry 


w PRO-TEK can in 


Circle No. 58 on reader service Card for more information 


“a . ur 
Invisible gloves 


guard hands against: 


®* GREASE ® GRIME 
* STAINS ® PAINT 


* OIL 










PROTECTS MANDS 
Grimms @ paint 
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man-hours without a major injury. 
Monsanto’s company-wide _ fre- 
quency rate during 1955 was 1.22, 
as compared with the chemical 
industry's average of 4.12. 








Winners of the Northern California 
Industrial Safety Society ‘Safety 
Oscars" are shown with Karl Schulze 
(front center), president of the so- 
ciety, at the recent award dinner, 
held in San Francisco. Those who 
received awards for their contribu- 
tions to safety include: (front, |. to 
r.) James Grady of the "This Is San 
Francisco" radio program, Station 
KCBS, San Francisco; Schulze; Otto 
A. Jeschien, safety chairman, Berk- 
eley Kiwanis Club; (back) E, W. 
Bullard, president, E. D. Bullard Co., 
San Francisco; and "Deputy Dave" 
Allen, television station KPIX, San 
Francisco. 





In lowering the accident fre- 


quency rate to 0.65. workers at 
the Pensacola, Fla.. plant of Chem- 
strand Corp. achieved a mark of 
}.000.000 man-hours of safe work. 
It is the third time that Chem 


strand employees have surpassed 


1 21 million sate rial hours 


record 


In a record running from De- 
cember 9. 1954. to December 28, 
1955. workers at Ford Motor Co.'s 
glass plant in Dearborn, Mich., 
went 5.200.685 man-hours without 
1 disabling injury, to set a new 
industry mark. The record was 


continuing to grow. 





Ralph Schettl, employed by Wis- 
consin Public Service Corp., Osh- 


kosh, Wis., 


material to a pole lineman. 


was sending up 
| he 
hand line rubbed against a guy 
bolt. loosening the nut. The one- 
pound nut fell about 40 feet, strik- 
ing Schettl’s hard hat. Other than 
a slight headache. 


the worker was 


uninjured, 


Daniel Rogers was working in 
the wood yard of Bowaters South- 
ern Paper Corp.. Calhoun, Tenn.. 
when he was struck by a falling 
from a movable log feeder. 
Weighing 85 pounds. it had fallen 
20° feet. 


slight scalp laceration and lost two 


log 
Although he received a 


davs from work. Rogers was saved 


from permanent 


injury hy the 


protective covering. 


J. C. Mortimer, 
& Light Co.. West 


Fla... was standing 


I lor ida 
Palm 


about 


Power 
Beach. 
six feet 
irom a pole when the vibration of 


a wire caused a two-pound com- 
ilong to fall from 
feet. Mortimer’s 
knocked off. 


jured, 


a height of 27 
hard hat 


but he was not in- 


was 


Richard C. Linke, Shell Oil Co.. 
was at work near Ellinwood. Kans. 
\ 915-pound wrench 
dentally kicked from a wash tank 
and fell 210 feet. The 
struck Linke. but hard 
deflected the force he 


saved from injury. 


Was acc l- 


wren h 
hat 


Was 


his 


and 


Franklin R. Saathoff, a plant i 
spector tor the State of California. 
was the Marysville. 
Calif... when he hit by the 
swing of a clam bucket. He 


hard hat he 


on job in 
Was 
Owes 


his life to the safety 


Was wearing. 


William Campbell, a: 
f H. K. Ferguson Co., 


haven. Ont.. received a cor 





yw SKID- 
(oiwvoy sum 


CONVOY 
Baltimore—Carey Mach. & Sup. Co 
Brooklyp—C. D. & H. Sup. Co 
Buffalo—Steinwachs’ Safety Sup 
Charleston—Indust. Safe. Sup. Co 
Chicago—Protective Equip. Co 
Cincinnati—Williams & Co 
Cleveland—Willliams & Co 
Columbus—Williams & Co 
Denver—Sofety Equip. Co., Inc 
Des Moines—lowa Safe. Equip. Co 
Detroit—Boyer-Campbell Co 


Floral Park—Reyno 


Kalamazoo—Safety 
Lovisville—Orr 
Lovisville—Williams 
Los Angeles—B 


ds Indust. Eqp. Co 
Houston—B. F. McDonald Co 
Indianapolis—Midwest Safe 
service, Inc R 


Safety 


F. McDonald Co 
Memphis—Clement Sofe 
Milwaukee—Protective Equip., Inc 
Montreal—Levitt-Safety 


CONVOY DIVISION — KELLEY-MAHORNEY CO. 


PROOF 
ENAMEL 


DiSTRIBUTORS 
East Orange—Notte Safe 


App. Co Nashville—Smalling & Co 
Philadelphia—Albert W. Pendergast 
Pittsburgh—Williams & Co 
Portland Safe 
Rochester Safe. Eqp. Co 
San Francisco—B. F. McDonald Co 
Seattle—Safe. & Sup. Co 
Spokane—Spokane Safety App. Co 
Toledo—Williams & (Co 
Toronto—Levitt-Safety 


Eqp Sandersor Sup. Co 
ochester 
Equip Co 


& Co 

Eqp., Inc 
Winnipegq—Levitt-Safety 

1445 § 


15th ST., LOUISVILLE 
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10, KY. 


The 
ANSWER 
To 

Your 
Problems 


acowrer® 


Fumes 
Silicosis 
Dermatitis 

Noise 
Toxicity 


The first and only complete plant 


safety 
published. 
authentic 


phase 


Circle 


to be 
Almost 800 pages of 


data 


and health volume 


covering every 


of employee protection. 


BOOK DIVISION 
OCCUPATIONAL 
HAZARDS 

812 HURON RD. 
CLEVELAND 1|5, OH!O 
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when a 70-pound ladder, falling 
a distance of 30 feet. struck him. 
The ladder had been blown ovet 
by a strong wind. Campbell’s hard 
hat saved him from further injury. 


Albert Dooms, an emplovee of 
Tidewater Construction Corp., was 
at work at the Pan-American Re- 
finery, Hornsbyville. Va. He was 
struck by a heavy-duty saw horse. 
weighing 75 pounds. which had 
fallen some 15 feet. His right arm 
and shoulder were injured by the 
1,125 foot-pound blow, but his 
hard hat saved him from head 
injury. 


George Lahti, working for Fo- 
ley Constructors of Minnesota. 
was at a primary crusher site at 
Aurora. Minn. A large rock fell 
from a ledge 60 feet overhead and 
struck his hard hat. Because th 


Holes permit six different men to put locks on a switch. 


Machine cannot be operated until last workman removes 


his lock. 





safety hat deflected the blow. Lemuel W. Medley, Fischbach & 
Lahti suffered no ill effects. Moore. Inc.. of Georgia. was 
working at Arnold Engineering 
Development Center. Tullahoma. 
Tenn. He had removed bolts from 
' ; > cove ate a 50.000-KV 

Wadie Davis, Bowaters South- the cover plate of a 5 KVA 
as dl ; fe transformer. When he attempted 

ern Paper Corp., Calhoun. Tenn.. ; 
to loosen the cover plate, oil pres- 
sure forced it into the air. As 
the plate fell. it smashed into his 
hard hat. Although knocked un- 


conscious, he was not. seriously 


was struck on his hard hat by an 
85-pound log. which had fallen 
from a crane 30 feet overhead. He 
received a scalp and forehead 
laceration and lost one day’s work. 
injured. 
Had he not been wearing his hard 
hat. he could have been fatally 
injured. 


Chester Hughes, Kansas City 

Bridge Co.. was working at Galves- 

Lawrence Champoux, working ton, Tex., helping raise a concrete 
for Northern Forest Products, _ Puilding with jacks. A piece of 
Ltd.. was struck by the top of a ov x 12" x 1" concrete fell 18 feet 
from a roof beam and struck the 


poplar tree. weighing approxi- é 
PI hard hat he was wearing. Although 


mately 200 pounds. which had se 

; 5a knocked down. he was uninjured. 
fallen a distance of 50 feet. He 

received a concussion and _ lost 

seven months work. Had he not 

heen wearing a hard hat. he would 

have been fatally injured by the Herman C, Brandt, ‘Tidewater 
tremendous blow. Construction Corp... Norfolk. Va.. 


LOCK 
OUT 
DANGER 


to workers in your 
plant with “Lock-Out" 
safety device for use 
on switches, fuse 


boxes, and similar con- 


a asa ‘i ENGINEERS’ HAMMERS 


bilit f startin 
Sis as ate “STYLE OE” 
equipment when main- 
tenance or repair men 
To minimize spalling and mushroom- 
ing, “Style OE” Hammers are 
machined of Mecco Safety Steel, 
carefully heat treated in sizes to 
meet your needs. Available in 


are working on it. 


Lock-Out'’ devices are coated with heavy vinyl plastic f } the right weight for every 


for top insulating qualities. 


OSBORN M 


WARSAW 
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application. 


Write for Data Sheet 597 


pistes SAFETY 


MARKING TOOLS 
1057 CHATEAU STREET, PITTSBURGH 33, PA. 


rd for more information Circle No. 113 on reader service card for more information 


APRIL 1956 @© OCCUPATIONAL HAZARDS 


INDIANA 











Circle No. 115 on reader service card Circle No. 114 on reader service card 


. 
Was knot ked to his knees when a y ) 
five-pound wrench fell 25 feet, 


smashing into his hard hat. Brandt 


was stunned. but not seriously i PAI N 
: ; @ese 


SPRAY IT! 


om | | ® Eliminate _ traffic 
accidents at blind 
corners inside and 
ioe Geile es mais | Outside your plant 
broke loose, striking the worker QUICK, THOROUGH, PAINLESS, ASEPTIC... —also at loading 
with such force that it knocked Doctors agree that certain ba ndi- | | platforms. 
him down. Had he not been wear- 


Mitchell Piatz, Otter Frail 
Power Co., Fergus Falls. Min 
was unrolling an air hose from a 


reel. The hose and coupling 





ea 


; Rtg Bie gr OO See ie sean | @ Traffic Safety Mir- 
ing his safety hat. which was fe Tr Shock pra nn dot 


rors are available in 


issued the morning of the acci convex or flat glass. 


dent. he could have been seriously $5 vitl 

injured She chad art) nie s i r Ona} et * Mirrors are easily 
i ‘== ~ installed and adjust- 

able. 

WRITE FOR FOLDER and PRICES 


ROUND CONVEX | FLAT RECTANGLE 


' Specials Mh | MIRROR SIZES | MIRROR SIZES 
Mi ( ' ff 13” © 18” 6" x 14” 


Frank Joseph La Mere was at | 26" 14" x 18” 


work in Green Bay. Wis.. for the ’ ; 7; 
Wisconsin Public Service Corp. | Medical Supply Company 


\ 10-foot section of 1/0 ACSRK ROCKFORD, ILL. « IN CANADA, IT’S SAFETY SUPPLY CO 
wire. when pulled loose from a 





telephone drop line, struck him 
piercing his safety hard hat He 
received a slight puncture wound 


m his head. but was not seriously 


Baaeun 


injured. 


TT 


James A. Duffy, United States 
Vanadium Co.. Bishop, Calif.. was 
at work in a mine. hoisting blocks 
ip the raise. When the blocks be 
came tangled, Duffy tried to read 
just them. but they fell. The 20 
pound weights dropped some YO 
feet. crashing into the worker's 
hard hat. His only injury—thanks 


to the safety gear—was a scalp 


with... DURABLE MATS 


The cushioned rubber-cord of Durable mats give 
an extra bo to legs and feet all day long - "just 
like working on springs. 

RESULT worker fatigue is reduced and produc- 
tion increases. In addition, Durable mats save you 
money by cutting slip and slide accidents and pre- 


Venting airt 
venti , 


laceration. 


f 
f 
} 


EEE : 

es gan be} } 

UU UI LDLS : 

MAT COMPANY Mail complete 


information 


Joseph Fucaloro works fot 
Marquette Cement Mfg. Co.. Des 
Moines, lowa. While he was la 
boring inside a clinker burning 
kiln, two 25-pound bricks fell five 
feet, striking his hard hat. Al 
though the blow knocked him 


down, Fucaloro was uninjured. 


75 North Pleasant Street, 
Norwalk, Ohio 
755 Kifer Road, 
Santa Clara, Calif. 
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Daylon 
safety shoes 








SAFETY. Topics 


A New Approach to Saw 
Guarding. Movie: l6mm. b&w. 15 
min.. sound. Order from: Brett 
Guard Co.. 5 W. Sheffield Ave. 
Englewood. \. J. Free loan: bot 
rower pavs postage both wavs and 


nust fle “audience report torn 


approved i * and peers 
by 

UNDERWRITERS’ 

LABORATORIES ee ic a 


these shoes make 
your ladders safer 


Your straight ladders will enjoy a 
firmer grip on the ground or on the 
floor with these popular Dayton 
Safety Ladder Shoes. Neoprene 
rubber suction treads really grip 
slippery floors — and — a simple 
turn and spike steel tips, 
dig into the ground Fah 
for real security and ASS 
safety. The base is 
16-gauge steel. 
Side plates are 
13-gauge steel. 
Lock nuts, spring washers assure 
precision adjustment. Treads are 
renewable. All zinc-plate finish. 





For FREE literature write to Dept. F 





ladder co. 


in Canadao—SAFETY SUPPLY CO., TORONTO 
2339 Gilbert Ave., Cincinnati, Ohio 
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rower pays return postage. Order 
from: Public Relations Manager 
Macwhyte Co.. Kenosha. Wis 
Step-by-step tour through wire and 
manufactur- 


rope mills. showing 


Ing processes, Shows how. wire 
rope is made into various. slings 


and assemblies. 


Teamwork in Action. The 
rian. Workmen's Compensation 
Board. 90 Harbour St.. Toronto 
Ll. Ont. Story of a workman dis- 
abled by industrial accident. 
Shows how his own efforts. cou- 
pled with those of the Workmen’s 
Compensation Board. help him in 
total rehabilitation. 


Libra- 


Danger Sleuths. Movie: 
b&w. 18 min.. 
RKO Pathe. Order from: Text- 
Film Dept.. McGraw-Hill Book Co.. 
330 W. 42nd St.. New York 36 


N. x. (purchase). or your own 


16 mm. 


sound. Producer: 


film library service (rental). Pur- 
chase on 10-yr. lease basis: $85.00. 
Outlines work of 


Rental varies. 





Bibi ..cdemna 


F0-180 


eliminates duplicating 
equipment cleaning 
hazards 








Fine Organics develops Non-Cor- 
rosive Safety Solvent that obso 
letes BENZOL as a cleaner for 
printing equipment. 


FO-180 FEATURES 


High Flash Point 
Stability 

No Residue 

Low Toxicity 

No Dermatitis 


Superior Cleaner 


Replace the highly toxic and hazard- 
ous BENZOL with FINE ORGANICS 
FOo 18... 


specifically developed for more effec- 


. the new safety solvent 


tive safer cleaning of duplicating 
equipment. For complete informa 


tion write to Dept. OC. 


Makers of FO-128 
SAFE-TEE SOLVENT 





FINE ORGANICS, INC. 


211 East 19th St., New York 3, N. Y. 





Sree ita a 
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Underwriters Laboratories, Inc.. cludes safety practices in are weld- 
and how the Laboratories check ing operations. and covers history 
materials and equipment for fire ind methods of welding. There are 
hazards some animated sequences as well 


is straight photograph \ 


The Gamblers. American Assoc. 
of Oilwell Drilling Contractors. Safety in Offices. \I 
Gulf States Blde.. Dallas 1. nm, sound Rental 
16 mm. sound. color. 2 Order trom closest 
film compares takine chai ) f Association 
“Russian roulette.” showing Ridgetiel 


Wdds become shorte 





SAFE Drivers 
Pay DIVIDENDS 


y of Arc Welding. Sneak Attack 
L. S. Bureau 
electric ( 
Bure iu of \lines 
Station. 4600) Forbe 
Pa bree loat 
ve both wavs 


Ibs. kilm It 


a 





ENCOURAGE YOUR DRIV 
ERS TO ESTABLISH AND 


TORK - ARE i Y pi INT A\IN . a PERF K ( 1 
' 7 J 4 4 THE “SAFE Deive R 


AWARD’. Any dh 
Tamitelatsmelate Mm atsvei use i 


{ 
proud 


Wear Steel-Grip Aluminized 
Asbestos Safety Apparel 


Aluminized asbestos reflects up to 95% radiant heat, 
and won't burn. Steel-Grip has tailored this material 
into well-fitting, properly proportioned safety gar- out and mail the coupor 
ments that protect workers while allowing full free- : oday. Our literature and serv 
dom of movement. Unexcelled for hot-metal handling ‘ es are offered without charge 
and processing. Every yard of cloth has been care- > ' | or obligation. 

fully selected for uniform quality. Each garment bears \*% ra 
the Steel-Grip label, your guarantee of wear and , METAL ARTS COMPANY 
satisfaction. Available as coats, pants, aprons, sleeves, 
leggings, Spats, gloves, mitts and curtains. Many uses 
in industry. Many advantages to users. Write for test 
swatches or trial garments. 


742 Portland Avenue . Dept. No. 9 
ROCHESTER 21 NEW YORK 


We manufacture a complete line 
of guaranteed, tested and ap- i ae : 
proved safety apparel in leather, ‘ 7 : Please check the following 
To be sure duck, Perma-Proof materials, } ' 4 ‘ 8 
A ashestos, wool, Dynel cloth, Jax- j am interested in the free Brochure 
of the Genuine colite-coated materials, alumi- j 1 would like your re 
num-coated materials, etc. 


' 
j METAL ARTS COMPANY «+ Dept. No 
742 Portland Avenue @ Rochester 2!, N 


presentative to call 
would like more information about 


S ] re . known the country over for qual- j ars ey 
teel- rip tty and dependability. Write to- j yo ee planning and art service 
IN DUSTRIAL oni 


Manhintéebell) INDUSTRIAL GLOVES COMPANY 


MARK @ corporation 
Demand this 1804 Garfield Street, Danville, Illinois 
Trade Mark (In Canada: Safety Supply Co., Toronto) 
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LITERATURE OFFERED IN 
THIS MONTH'S ADS 











To obtain items mentioned 
here, use the Readers’ Service 
Card on page 68 of this issue 





DON'T COMPROMISE with safety. say produced by Chicago Watchclovk. <A 
iterature from Aluminum Ladd (x tree folder from the firm tells how the 
\ complete selection of industrial alumi system can be installed quickly with a 


Safe, secure two, four, or num ladders manufactured by this fir ninimum of tools. It notes that users : 
| 


six man carry with new stretcher ne ae Lanateg es & Ten can han of the system can earn reduced insur 



















































1 copy by indicating your interest on ince rates 
Here's another use for the versatile new Hag- : ee 
7 : , eet il he Reader Service Card Circle No. 101 on reader service card 

gard’s all-purpose stretcher ki Oo! er P 
what type of stretcher you now have Circle No. 20 on reader service card 
have need for the new Haggard. It does SLING CHAINS and coupling links are 
the things any stretcher can do, plus 1 WASTE RECEPTACLES help cut cleat areced ia Utetatire Gran (nie. 
more. It is a complete unit ready for instant oe ht ' i ; 

‘ { osts, according to a catalog fro MeKinnon Chain Corp. Bulletir 4) on 
use anywhere. It is so compact that it fits : 

, rs ’ Jennett Mfe. Co “td free catalog shows a asm Se des helpful iforma- 
into a car trunk. Lightweight, « 8 ing chal includ lelptul intorma 
pounds complete with case, blanket, fir 1 irious styles and sizes of receptacles tion on the care, use, and inspection of 
supplies, and accessories. It’s such a totally ade of heavy-gauge corrosion-resistant eae ee 
new concept in utility, versatilit ae 
ticalitv that you sh d investigate ‘ Circle No. 14 on reader service card 
See how easy it 1 tore. transport. and t Circle No. 71 on reader service card 
to use. See all the advar needed features FRESH AIR in bye supplied for con- 
that make it a combi licter, fracture SELF-STICKING SAFETY SIGNS, in some ned places, says literature from Cop 

oard, traction splint, and resuscitator. ( 00 varieties. are reviewed in Catalos ine: Witiaiiteciaiaes “aay Mikeioues ae 
pact, convenient, complete. Ask your MSco nee aha BI ing I 
' " 145-D from W. H. Brady Co. Free sa a See ethos | | 
distributor for a demonstration or write Med- included o entilators whic in be 
= >] ] TI! T nies ‘ | le le rr < nro 
ical Supply Company, Rockford, Illinois. In I are availabl he firm also | 1 in work on tanks, tank cars, drums, 
Canada, Safety Supply Company, Toronto 2. luces self-sticking warning strips, de its, underground cable manholes. pipe 
cribed 1 ( é o , ee sample 
I 1 in Catalog 143-A. Fr my alleries, airplane ompartmet and 
this iter f ered, t 
is item are offered, too gia: panlansdl atin 
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SAFETY MIRRORS, which allow Vision THE MENACE OF DERMATITIS vill be 


cross-aisle intersections entrances, prevented when you install Vi-Lan Clean 
ind exits, are described in a_ free lispensers, according to literature from 
: » 
bulletin published by Lentes | Bros Dameron Enterprise s, Ine The a Sscrip- 
sard Co. Various styles and sizes are tive folder tells how the cleansing mat- 
shown. 


ter is used with or without water to 
Circle No, 80 on reader service card vaste 2h nee 


igainst harmful skin 


FIRST AID treatment of burns. cuts bacteria 


A Circle No. 25 on reader service card 
ibrasions, skin irritations, and insect 


bites is covered in a bulletin availabl: 


SIGHT SAVER STATIONS from Dow 


lror ( é b s ho Co ‘ree « m vle = ot 
. : ‘ isulphoil Pr sine a Corning Corp. are tree with tl pur- 
ee offered hase ot silicone-treated tissues A 
Circle No. 123 on reader service card | f 
omplete list of distributors who will 


A GLOVE CARE POSTER is being of furnish these stations and tissues is 


Senet, ber Castine Matibex Co. The wailable from Dow Corning 
illustrated poster instructs linemen in Circle No. 46 on reader service card 
the proper use and care of gloves and 


FLOOR ABSORBENTS can be tested 


right in your own office. An Eagle- 


es \ catalog on industrial pro 


ve equipment is available 





iche epresentative ll gladly | y 
Circle No. 60 on reader service card Picher repr itive will gladly bring 


Combines utmost protection 
and style. Exclusive patented \ FACE SHIELDS are shown and discussed that 


1 portable laboratory to your location 


you can test Eagle-Picher In- 


features found in no other hat. \ na complete catalog from Chicago Eye dustrial Floor-Dry against anv other 

Write for Free Sample \ Shield Co. Included are snap-fast face, oil absorbent 

or Order Direct fromus | open-top, helmet-type, full-visibility hel Circle No. 26 on reader service card 
t-type, and spark shields. Use the 


+45. 00 dz. ne ider Service Card to obtain this use SAFETY HATS with built-in comtort are 


italog discussed in literature from General 


Leuee MAID HAT MEG. CO, Circle No. 18 on reader service card fextile Mills, Inc. The producer of the 





Centex ifet hat will supp a test 
630 HIGH STREET , 
BUFFALO 1, N.Y WATCHMEN'S ACTIVITIES are recorded hat and full specifications 
“ ith a watchclock system such as that Circle No. 78 on reader service card 
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A WORK GLOVES CATALOG is pub- 
lished by Jomac, Inc. Among. other 
items are featured the Jomac Hand 
Guards which are used on either hand 
over gloves. These loop-pile protectors 
add greatly to glove life while affordin 
extra protection tor workers 


Circle No. 16 on reader service card 


EMPLOYEE VISION SCREENING can 
save as much as 45 in training costs 
up to +4 
This intormation is included in a book 
let published by Keystone View Co. It 
calle What Other Plants Have Ac 
complished With Vision Screening.” 
Yours for the asking 
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while cutting accident rates 


SNAKE BITE KITS should be 


now so that workers are properly pro 


checked 


tected this summer. If your supplies are 
short, check with Medical Supply Co 
for data on the Saunders’ Kit. Informa 
tion included on suction pumps 
adapters, tourniquets, lancets, bandages 
antiseptics, and inhalants 


Circle No. 17 on reader service card 


A NON-COMBUSTIBLE safety solvent 
is explained in a free technical bulletin 
from Nocon Products Corp. The liter 
ature discusses flash point, toxicity, cor 
rosion tests, and evaporation rate com 
parisons for Nocon safety solvent 
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A 60-DAY FREE TRIAL is offered by 
Onox. Inc., producers of a skin prepara 
tion used in the prevention of athlete’s 
foot. You can order what you need and 
use it for 60 days. No charge unless 
fully satisfied 
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FREIGHT ELEVATOR DOOR shearing 
accidents can be prevented, according 
to literature from Peelle Co., manufac 
turers of the Peelle Safety Seal Astragal 
Cross-section views show the installation 
of this flexible neoprene-asbestos tube 
which eliminates shearing accidents for 
merly caused by steel astragals 
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SAMPLE GLOVES are available from 
Pioneer Rubber Co. The firm is pro 
ducing a new neoprene-coated flannel 
glove which may have countless job ap 
plications in your own plant. These 
gloves are available in 12”, 14%", and 
18” sizes, in light and heavy-duty 
weights 
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PUNCTURE-PROOF wooden soles are 
illustrated and described in a catalog 
from Reece Wooden Sole Shoe Co. Many 
sizes and styles of the strap-on, hinged 
wooden soles are discussed. 
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Is That Employee of 
Yours Sick or Suffering 
from Hang-over ? 

Is he able to work or will he 
damage your equipment or him- 

self? 


You can now have a simple, accurate, 
provable way to determine the extent 
to which aleohol is responsible lor 
person’s impairment of function 


The Hager Drunkometer used nation 
ally in industry is the oldest and most 
widely used of the breath methods 
Write o-day for infe 


cessful user 


ymation ©O-101 and 


> 





—_a 
STEPHENSON CEPPORATION 


*£0 BANK a 
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For Prompt, Continued 
Relief Of Pain 
... Rapid Healing... 
wee. 














| ANTISEPTIC © ANALGESIC 


LIQUID OR OINTMENT 


First in First Aid for treat- 
ment of © Burns © Sunburn 
e Cuts © Abrasions ¢ Skin 
Irritations © Insect Bites 


FOILLE Antiseptic-Analge- 
sic is a dependable, conven- 
ient, surgical-type dressing 
which has won wide use and 
acceptance by Doctors, Hos- 
pitals and Industrial Plant 
Clinics over a period of twenty 
years. 


*You are invited to request litera- 
ture and samples. 


CARBISULPHOIL COMPANY 


2935 Swiss Avenue @ Dallas, Texas 




















a safety hat is safe 


That’s Why 


MORE MAJOR UTILITIES 
CHOOSE THE GenTex 


than any other Safety Hat! 


SUPERIOR COMFORT: Men like the light- 
weight comfort of the GENTEX hat with the 
adjustable snap-in sling and no-wrinkle head- 
band. They admire its handsome styling, in 
brim and peak cap models. They wear it full- 
time, and get full-time protection. 

RUGGED PROTECTION: More major utilities choose 

the GENTEX Safety Hat for high voltage areas because 


it delivers this full-time comfort with rugged safety in- 
surance. The GENTEX exceeds all government and E.E.I. 
specifications for high dielectric resistance, with break- 


down over 


YOU CAN BET 
YOUR LIFE 


20,000 VOLTS 


every hat laboratory tested 


Send today for a test hat and full specifications. 
GENERAL TEXTILE MILLS, Inc. 


450 Seventh Avenue, New York 1, New York 


Circle No. 78 on reader service card for more information 





NOW, use rns 
SAN/-MISTER 


FREE... 


FIGHT 
ATHLETE’S 
ele} | 


with SAN/-MIST 


the new 
sanitary way 


Makes Foot Baths and 
other methods obsolete! 


AND PEOPLE LIKE TO USE 
SANI-MIST, because it “‘re- 
freshes” their feet. It’s so clean 
and sanitary . as personal as 
your own toothbrush. Kills ath- 
lete’s foot fungi in 30 seconds 
with no chance of dilution or 


contamination. 


You buy only the Sani-Mist So- 
lution, the spray dispenser is 
leased at no charge for as long as 
you use Sani-Mist. Write today 
for the name of your Sani-Mist 


dealer. 


SANI-MIST inc. 


Dept. OH © 1724 Chestnut St. 


Philadelphia 3, Peana. 
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the BOOK SHELF 


X-Ray Protection, National Bur- 
eau of Standards Handbook 60. 
Order from Government Printing 
Office, Washington 25, D.C. 41 
pages, 20c. This handbook super- 
sedes NBS Handbook 41. Vedical 
\-Ray Protection up to Two Mil- 
lion Volts. 
graphs, 14 tables. 


It contains nine photo 
Included are 
general rules for working condi- 
tions. survey and inspection of in- 
stallations. planning an \-ray in- 
stallation. structural details of pro- 
tective barriers, maximum permis- 
sible 
changes in X-ray equipment de- 
sign. The handbook follows safety 
forth by the National 


Radiation Protec- 


weekly radiation dose. and 


rules set 
Committee on 


tion. 


Effective Communication on the 
Job. American Management As- 
sociation, L515 New 
York 36. N. Y. 296 pages. $5.50 
(AMA $4.50). Pre- 


pared with the assistance of some 


Broadway. 
members: 


of the leading personnel of out- 
standing companies in the United 
States. this handbook explores the 
10 basic principles of “face-to- 
face’ communication. It covers 
such topics as: giving orders that 
get results: developing two-way 


OTIC\ ° 


communication: g 


handling 
ances and complaints: getting bet- 


hold- 


ing productive meetings and con- 


ter results from interviews: 


ferences: making rumors work for 
you: counseling on job perform- 
ance: keeping workers — safety- 
minded; and reporting to upper 
management. It also includes in- 
formation on organizing talks and 
conferences. The publication goes 
into specific cases, offering real- 
istic methods for insuring better 


communication, 
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* THE POSITIVE 
LADDER SAFETY DEVICE 











b j 
It Locks Automatically—Iinstantly—Holds 


SAFETY DEVICE FOR LADDERS 


Prevents death and injuries from falling. 
Automatic: Positive. Wil! catch workma 
f he start to fa even if uncor oO 
Inexpensive. Easy to install. 

‘lamps to any rung ladder peg ladder 
pole or frame No welding or 
Simple to operate: Rec 
from climber 
Notched rail hot dipped galvanized. Entir« 
equipment rust and corrosion proof 
use throughout country and abroad 
for approx. 8 years 
Patented. Manufactured only by 


SAFETY TOWER LADDER CO. 


1024 Burbank Bivd. P.O. Box 1052 
BURBANK: CALIFORNIA 


* SS = oS. ae 





Pressure-Equalized 
SEPCO Ear Protectors 


; et 


Each pair complete 
with plastic case. 


Sepco Ear Protectors are filled 
with a _ radically new noise 
absorbing material which fil- 
ters harmful sound and pre- 
vents dizziness caused by that 
“plugged” feeling. 


Provides maximum ear protection. 
Provides ventilation to the inner 
ear. 

Beveled wedging 
proper fit. 
Maximum comfort—may be worn 
for long periods. 


“Sn. 
to the ear. 


action § assures 


molds itself 


Free sample 
quested on 
tionery. 


when re- 

company sta- 
Dealerships Avaliable 

Safety Ear Protector Co. 


1519 So. La Cienega Bivd. 
LOS ANGELES 35, CALIF. 
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HEAT FATIGUE HITS HARD 


Don't let hot weather “KO” your 
workers be sure you have plenty 
of MSco IMPREGNATED SALT 
TABLETS readily at hand. Controlled 
action of these MSco impregnated salt 
tablets replaces body salt smmedtatel) 
but ata gradual rate to meet the body's 
needs. In expendable dispensers for 
wall locations, or in handy plastic 
vials for field workers. See your 
MSco distributor, 

r write for literature 


Oo 
NY | and prices 
Mfc 8) Speciiubisia iH fied ait 
0) 


MEDICAL SUPPLY COMPANY 


Rockford, Ill., In Canada, it's Safety Supply Co 


BUYERS’ GUIDE 


Use this classified list of 
advertised products to locate 
easily the information 
you need 








MAKE YOUR 
FANS SAFER! 


PROTECT WORKERS 
FROM INJURY 


be 





w 


3S we 


Immediate delivery. Write to 


ROCHESTER 


Safety Equipment Co. 


83 Howell St. © Rocheste: 7, N.Y. 
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fountains 


Cover HT, 


uishing 
supplies 
18. 66, 100, 101 
maintenance equipment 
maintenance mater! 
natting 
loor non-slip material] 
salety grating 
Footwear 


i, 9, 20, 21, 51, 69 


(,loves protective 


Ea, hi; oe 
Hard hats 


Hearing 
Hoods 
Hose ree 


Hydraulic fluids 


Insecticides 


levices 
leaners Cover If, 


Machine guards, shields 62, 94, 108, 115 
Mirrors 94 L09 


Pneumatic controls 
Protective bottle covers 


Pumps 


Re spirators 
Resuscitators 


Safety awards, trophies 
Safety belts 
Safety cans 
Safety tools 
Salt tablets 
Seat belts 
Showers, emerge 
Signs 
Skin cleaners, creams 
10, 45, 53, 60, 83, 95, 105, 106 
Solvents , 13, 101, 110 
Splints 103 
Stretchers 79, 99, 112 


Sweat bands } 


Ventilators 71 
Vision testers 14 


Waste rec eptac les 89 
Watchmen’s clocks 99. 103 
Welding helmets 12, 97 
Welding shields 98 


Women’s headcovers 112 


CONDUCTIVE FLOORS, 
IMPROPERLY 
Na 
Ela, 


insist upon a 





conductive wax ae 
~ 


BTW 
bearing 


this seal... 


varn 
tive floors 

part of your safety problem . 
only part of it. The flo 
maintained properly with 

and waxes to retain thei? 

and safety factor! Since 
tional waxes and finishes 

tors which immediately 
conductivity and enh 
possibility of an explosic 
accepted conductive wax 

be applied to conductive floors! 


e are only two waves tI 
derwriters’ Labe 
of safe electrical conduct ty . 
Huntington’s VC-2C and H-22 Con- 
ductive Waxes! 


/ 


They are water-based waxes 
produce a durable, water-resistant sur- 
face that may be polished to a | 

Tell us the type of conductive f] 
you have and we'll see that 
ceive samples of the correct 
cleaner for your use. We'll | 
set up proper maintenance pro 
for your conductive floors. 
no obligation. 


HUNTINGTON 
CONDUCTIVE WAXES 


with SPAL Concentrate Detergent 


Huntington GED Loboratories 


Huntington, Indiana 
Philadelphia 35, Pa. * Toronto 2, Ontario 
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ee oe 
NEW PRODUCT DEVELOPMENTS 


KEEP Méiller FIRST IN SAFETY! 


7" 3" 
Original patented Miller 
Never-Slip plier handles. 









The exclusive Miller-dee, 
with stop tip, has wide 
horizontal bars to prevent 
snap roll-out. Cat. No. 7003 















Backing the lineman to the 
limit, Miller's new 99 Bak- 
Saver adds comfort to safety 
and support. Write for cata- 
log on complete line 






















Miller, first to develop a 
new Safety Snap eliminat- 
ing roll-outs and hang-ups, 
now standard equipment on 
all Miller straps. 


. 









DON'T RISK IT... 
MILLER IT! 









Scientifically designed Mil- & 
ler Adjusta-climber with U 
channel shank has the ex- 
clusive curved gaff principle 
to protect against cut-outs 
and insure greater comfort. 


















DEPT, 2 
Mellen tQuipMENT COMPANY, INC. - FRANKLIN, PA. 
IN CANADA: SAFETY SUPPLY CO., TORONTO 
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Latest addition to the BEL pro- 
tective eyewear family is Titan, 
neu metal-plastic combination 
type with new S-7 lens shape. 


Y-70 non-sparking acetate-butyrate 
ideal for those who occasionally visit 


semi-hazardous areas. P-3 lens shape. 


' 4 


Z-79 same as above but with added 
protection of side shields 


NEW LEADER IN... 


Industry’s most complete selection 
of safety frames and lenses 


M-50 non-corrosive white metal, with 
‘ - ; : - Ful-Vue temples, for use in semi-haz- 
Your success in eye accident prevention depends on two 
be i . ardous areas. P-3 lens shape 
factors: |) the quality of protection you specify, and 
2) the co-operation you get from your workers. 
Give yourself the benefit of the best that optical 
science provides! Specify all your 
protective eyewear from the finest 
and fullest line available. 


Our representative is eager to show you * 
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90404 Smith Street, 
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BAUSCH 6 LOMB 
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protection of side shields. 


Circle No. 3 on reader service card for more information 








Latest addition to the BEL pro- 
tective eyewear family is Titan, 
new metal-plastic combination 
type with new S§-7 lens shape. 


Y-70 non-sparking acetate-butyrate, 
ideal for those who occasionally visit 
semi-hazardous areas. P-3 lens shape. 


ea 
Z-79 same as above but with added 
protection of side shields 
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protection of side shields. 
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